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ANNUAL  APPROPRIATION  ORDINANCE       FISCAL  YEAR  1978-1979 


FILE  MO.  101-78      ORDINANCE  NO.  361-78 


AM  ORDINANCE  APPROPRIATING  ALL  ESTIMATED  RECEIPTS  AND 
ALL  ESTIMATED  EXPENDITURES  FOR  THE  CITY  AND  COUNTY  OF 
SAN  FRANCISCO  FOR  THE  FISCAL  YEAR  ENDING  JUNE  30,  1979. 


BE  IT  ORDAINED  BY  THE  PEOPLE  OF  THE 
CITY  AND  COUNTY  OF  SAN  FRANCISCO. 


SECTION     1.   THE  SEVERAL  AMOUNTS  OF  ESTIMATED  RECEIPTS, 
INCOME  AMD  REVENUE  ENUMERATED  HEREIN  ARE  HEREBY  APPROPRIATED  TO 
THE  SEVERAL  FUNDS  AND  DEPARTMENTS  INDICATED  IN  THIS  ORDINANCE 
FOR  THE  PURPOSE  OF  MEETING  APPROPRIATIONS  HEREIN  PROVIDED. 


SECTION     2.   THE  SEVERAL  AMOUNTS  OF  PROPOSED  EXPENDITUHE 
ARE  HEREBY  APPROPRIATED  TO  THE  SEVERAL  FUNDS  AND  DEPARTMENTS  AS 
ENUMERATED  HEREIN.   EACH  DEPARTMENT  FOR  WHICH  AN  EXPENDITURE 
APPROPRIATION  IS  HEREIN  MADE  IS  HEREBY  AUTHORIZED  TO  USE,  If. 
THE  MANNER  PROVIDED  BY  LAW,  THE  AMOUNTS  SO  APPROPRIATED  FOR  THE 
PURPOSES  SPECIFIED  IN  THIS  APPROPRIATION  ORDINANCE. 


SECTION     3.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  AND 
DIRECTED  TO  SET  UP  APPROPRIATE  ACCOUNTS  FJR  THE  ITEMS  OF 
RECEIPTS  AND  EXPENDITURES  APPROPRIATED  HEREIN. 


section        4.     where  revenues  for  any  fund  or  department  are 
herein  provided  by  transfer  from  any  other  fund  cr  department, 
or  where  a  duty  or  a  performance  has  been  transferred  from  one 
department  to  another,  the  controller  is  authorized  and 
directed  to  make  the  related  transfer  of  funds,  provided 
further,  that  where  revenues  for  any  fund  ok  department  arc 
herein  provided  by  transfer  from  any  other  fund  or  depahtment 
in  consideration  of  departmental  services  to  be  rfcnoereo,   in  kd 
event  shall  such  transfer  of  revenue  be  made  in  excess  of  trt£ 
actual  cost  of  such  service,  provided  further,  that  in  fcu  evef.t 
shall  transfers  from  utility  surplus  exceed  the  limitations  set 
forth  in  section  6.407  of  the  charter. 
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SECTION   4.1    FUfiDS  APPROPRIATED  HEREIN  TO  MEET  ESTIMATED 
UTILITY  DEFICITS,  PURSUANT  TO  THE  PROVISIONS  CF  SECTION  6.407  Jf- 
THE  CHARTER,  SHALL  8E  MADE  AVAILABLE  TQ  EACH  OF  SUCH  UTILITIES 
ONLY  TO  THE  EXTENT  THAT  AN  ACTUAL  DEFICIT  SHALL  EXIS  f  AND  NOT  TO 
EXCEED  THE  AMOUNT  HEREIN  PROVIDED.   ANV  AMOUNT  NOT  KEOUIxEP  FCR 
THE  PURPOSE  OF  MEETING  A  UTILITY  DEFICIT  SHALL  8E  TRANSFERRED 
TO  THE  GENERAL  FU»-D  AT  THE  CLOSE  OF  THE  FISCAL  YEAR. 


SECTION   4.2    IN  ADDITION  TO  THE  AMOUNT  PROVIDED  FROM 
TAXES,  THE  CONTROLLER  SHALL  MAKE  AVAILABLE  FOR  EXPENDITURE  ThE 
A«OUNT  OF  ACTUAL  RECEIPTS  FROM  THE  FOLLOWING  SPECIAL  FUNDS: 

SECTION  4.2.113  -  ART  COMMISSION 

PERFORMING  ARTS  FUND  -  ADHIN.  CODE  SECTION  10.117.1 

SECTION  4.2.151  -  MAYOR 

BICENTENIAL  INFORMATION  TUND  -  ADMIN.  CODE  SECTiON  6.12.2 

SECTION  4.2.161  -  POLICE  DEPT. 

FINGERPRINT  PROCESSING  FUND  -  ADMIN.  CQDE  SECTION  10.184 
POLICE  OFFICERS  TRAINING  FUND  -  ADMIN.  CODE 

SECTION  10.117.13 
SPECIAL  LAM  ENFORCEMENT  PROGRAM  FUND  -  ADMIS,.  CODE 

SECTION  10.B.1 

SECTION  4.2.173  -  SHERIFF'S  DEPARTMENT 

COUNTY  JAIL  PRISONERS  WELFARE  FUND  -  ADMI\.  CODE 

SECTION  10.117.8 
SHERIFF'S  DEPUTIES  TRAINING  FUND  -  ADMIN.  CODE 

SECTION  10.117.7 

SECTION   4.2.183    -  TREASURERS    DEPT. 

TREASURERS    DEVOLVING    FUND    FOR    RE-ISSUING    CERTAIN    PURGED 
WARRANTS    -  AOMIN.    CODE    SECTION    1C117.10 

SECTION   4.2.411    -   PUBLIC    WORKS   DEPT. 

BUILDING    CONSTRUCTION    -  ALTERATION   AND    i\EPAIr    PERMIT    FEE 

FUND   -    MUNICIPAL    CODE,     PART    II,    ChAPTER    1,    SECT.    303. A 
ENGINEERING    INSPECTION    FUND    -   PUBLIC    WOKNS    CODE 

ARTICLE    13,    SECTION   640 
EXCAVATION    FUND   -   PUBLIC    WORKS    CUDE    ARTICLE    8,    SECTION    358 
INDUSTRIAL    fcASTE    FUND    -   PUBLIC    WORKS    CUDS    ARTICLE    4.1, 

SECTION    123 
REPAIR    AND    DEMOLITION    FUND    -  PUBLIC    WORKS    BUILDING   CODE 

SECTION   203L 
SIDE    SEWER    FUND    -   PUBLIC    WORKS    CODE    ARTICLE    ^,    SECTIUK.    109 
SIDEWALK    KEi-'AIR    REVOLVING    FUND   -    PUBLIC    rtJKKS   CODE 

ARTICLE    15,    SECTION    706.8 
BUILDING    INSPECTION  REVOLVI?vfe    FUN'D    -    PUBLIC    WOkKS    CODE 

ARTICLE    28,    SECTION    106.1. A 

SECTION   t,2.e>31    -   LIBRARY. 

SPECIAL    COLLECTION    FUND    FEES    A(\C    HOOK    SALES. 
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SECTION  4.2.651  -  RECREATION  AND  PARK  DtPT. 

INFORMATION  AND  PUBLICATION  ACCOUNT  -  AOMIN.  CODE 

SECTION  10.117.6 
LAKE  MERCED  FISH  RESTOCKING  FUND  -  ADMIN.  CODE 

SECTION  10.183 
ANIMAL  PURCHASE  AND  SALE  FUND  -  ADMIN.  CODE  SECTION  10.187 

SECTION  4.2.691  -  WAR  MEMORIAL 

SAN  FRANCISCO  MAR  MEMORIAL  MAINTENANCE  AND  CAPITAL 
IMPROVEMENT  FUND  -  ADMIN.  CODE  SECTION  10. 117. V 
MAR  MEMORIAL  RESERVE  FUND  -  ORDINANCE  125,  SERIES  OF  1939 

SECTION  4.2.699  -  HEALTH  SERVICE  SYSTEM 
EMPLOYEES  CONTRIBUTIONS 

SECTION  4.2.735  -  MUNICIPAL  RAILWAY 

MUNICIPAL  RAILWAY  TRANSIT  INFORMATION  FUND  -  ADMIN.  CCDE 
SECTION  10.191 


SECTION   4.3    IN  CONNECTION  WITH  MONEY  RECEIVED  IN  ONE 
FISCAL  YEAR  FDR  DEPARTMENTAL  SERVICES  TC  BE  PERFORMED  IN  A 
SUBSEUUENT  YEAR*  THE  CONTROLLER  IS  AUTHORIZED  TU  ESTABLISH  AN 
ACCOUNT  FOR  DEPOSITING  REVENUES  WHICH  ARE  APPLICABLE  TO  THE 
ENSUING  FISCAL  YEAR,  SAID  REVENUE  SHALL  BE  CARRIED  FORWARD  AND 
BECOME  A  PART  OF  THfc  FUNDS  AVAILABLE  FOR  APPROPRIATION  1\    SAID 
ENSUING  FISCAL  YEAR. 


SECTION   4.4    ALL  MONEY  RECEIVED  IN  CONNECTION  WITH 
CONTRACTS  UNDER  WHICH  A  PORTION  OF  THE  MUNEYS  RECEIVED  IS  TO  BE 
PAID  TO  THE  CONTRACTORS  AND  THE  REMAINDER  OF  THE  MONEYS 
RECEIVED  INURES  TO  THE  CITY  AND  COUNTY  SHALL  BE  DEPOSITED  IN 
THE  TREASURY. 

1-  THAT  PORTION  OF  THE  MONEY  RECEIVED  WHICH 
UNDER  THE  TERMS  OF  THE  CONTRACTS  INURES  TO 
THE  CITY  AND  COUNTY  SHALL  BE  DEPOSITED  TO  ThE 
CREDIT  OF  THE  CONTRACTING  FUND. 

2-  THAT  PORTION  OF  THE  MONEY  RECEIVED  WHICH 
UNDER  THE  TERMS  OF  THE  CONTRACTS  IS  TC  BE 
PAID  TO  THE  CONTRACTOR  SHALL  BE  DEPOSITED  IN 
SPECIAL  FUNDS  AND  IS  HEREBY  APPROPRIATED  FOR 
SAID  PURPOSES. 


SECTION   4.5    RENTS  RECEIVED  FROM  PROPERTIES  ACwUlRtD 
FOR  SPECIFIC  PURPOSES  ARE  HEREBY  APPROPRIATED  TO  TmE  EXTENT 
NECESSARY  FOR  MAINTENANCE  OF  SAID  P*OPEP.TY  PENDING  C0NVERS1JN 
TO  THE  USE  FOR  WHICH  THE  PROPERTY  WAS  ACUUlKcD. 
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SECTION   4.6    MONIES  RECEIVED  FROM  LESSEES  Crt  OPERATORS  CF 
CITY-CWNED  PRUPtRTY  FCK  THE  SPECIFIC  PURPOSE  OF  REAL  ESTATE 
DEPARTMENT  SERVICES  RELATIVE  TO  SUCH  LEASES  JR  OPERATING 
AGREEMENTS  ARE  HEREBY  APPROPRIATED  TO  THh  ExTEM  NECESSARY  TO 
PROVIDE  SUCH  SERVICES. 


SECTION     5.   IN  THE  EVENT  THAT  ESTIMATED  RECEIPTS  FROM 
OTHER  THAN  UTILITY  REVENUES,  BUT  INCLUDING  AMOUNTS  FROM  AD 
VALOREM  TAXES  SHALL  EXCEED  THE  ACTUAL  REQUIREMENT  Flu  BOND 
INTEREST  AND  REDEMPTION.  SAID  EXCESS  SHALL  BE  TRANSFERRED  TO  A 
GENERAL  BOND  INTEREST  AND  REDEMPTION  RESEH.VE  ACCOUNT.   THE  BOKD 
INTEREST  AND  REDEMPTION  RESERVE  IS  HEREBY  APPROPRIATED  TO  MEET 
DEBT  SERVICE  REQUIREMENTS  INCLUDING  PRINTING  OF  BONOS,  COST  OF 
BOND  RATING  SERVICES  AND  THE  LEGAL  OPINIONS  APPROVING  THE 
VALIDITY  OF  BONDS  AUTHORISED  TO  BE  SCLD  N0"»  GTHEKwISE  PROVIDED 
FOR  HEREIN. 


SECTION     6.   THE  SEVERAL  ITEMS  OF  EXPENDITURES  HEREIN 
APPROPRIATED,  BEING  BASED  ON  ESTIMATED  RECEIPTS,  INCOME  OR 
REVENUES  WHICH  MAY  NOT  BE  FULLY  REALIZED,  If  SHALL  BE  INCUMBER 
UPON  THE  CONTROLLER  TO  ESTABLISH  A  SCHEDULE  CF  ALLOTMENTS, 
MONTHLY  OR  QUARTERLY  AS  HE  HAY  DETERMINE,  U.\DbR  WHICH  THE  SUMS 
APPROPRIATED  TO  THE  SEVERAL  DEPARTMENTS  SHALL  BE  EXPENDED. 
THE  CONTROLLER  SHALL  REVISE  SUCH  REVENUE  ESTIMATES  MONTHLY. 
IF  SUCH  REVISED  ESTIMATES  INDICATE  A  SHORTAGE,  T»it  CUNTROLLtK 
SHALL  HOLD  IN  RESERVE  AN  EQUIVALENT  AMOUNT  3F  THE  CORRESPOND  ING 
EXPENDITURE  APPROPRIATIONS  SET  FORTH  HEREIN  U*"nL  THE 
COLLECTION  OF  THE  AMOUNTS  AS  ORIGINALLY  ESTIMATtD  IS  ASSUMED, 
AND  IN  ALL  CASES  WHERE  IT  IS  PROVIDED  BY  THE  CHARTER  THAT  A 
SPECIFIED  OR  MINIMUM  TAX  SHALL  BE  LEVIED  FOR  ANY  DEPARTMENT  THE 
AMOUNT  OF  SUCH  APPROPRIATION  HEREIN  PROVIDED  DERIVED  FROM  TAXES 
SHALL  NOT  EXCEED  THE  AMOUNT  ACTUALLY  PRODUCED  BY  THE  LEVY  PADt 
FOR  SUCH  DEPARTMENT.   THE  CONTROLLED  IN  ISSUING  WARRANTS  OK  l\ 
CERTIFYING  CONTRACTS  OR  PURCHASE  ORDERS  OR  OTHER  ENCUMBRANCES 
PURSUANT  TO  SECTION  6.302  OF  THE  CHARTER,  SHAlL  CC+SIDEK  ChLY 
THE  ALLOTTED  PORTIONS  OF  APPROPRIATION  ITEMS  TO  BE  AVAILABLE  FOX 
ENCUMBRANCE  OR  EXPENDITURE  AND  SHALL  NOT  APPROVE  THE  TNCurtRIi.G 
OF  LIABILITY  UNDER  ANY  ALLOTMENT  IN  EXCESS  OF  THE  AMOUNT  OF  SUCH 
ALLOTMENT.   If:  CASE  OF  EMERGENCY  tfR  UNUSUAL  CIRCUMSTANCES  WHICH 
COULD  NOT  BE  ANTICIPATED  AT  THE  TIME  OF  ALLOTMEM  AN  ADDITiU^AL 
ALLOTMENT  FOR  A  PERIOD  MAY  BE  MADE  ON  THE  RECOMMENDATION  CF  TnE 
DEPARTMENT  HEAD  AND  THAT  OF  THE  CHIEF  ADMINISTRATIVE  OFFICEH, 
BOARD  3f.    COMMISSION,  AND  THE  APPROVAL  OF  THE  CONTROLLER. 
AFTER  THE  ALLOTMENT  SCHEDULE  HAS  BEEN  ESTABLISHED  CK  FIXED,  AS 
HERETOFORE  PROVIDED,  IT  SHALL  BE  UNLAWFUL  FOk  A.\Y  DEPARTMENT  uk 
OFFICER  TO  EXPE'iD  Uk  CAUSE  TO  BE  EXPE\DED  A  SUM  GREATER  ThA 
THE  AMOUNT  SET  FORTH  FOR  THE  PARTICULAR  ACTIVITY  IS  THc  SAID 
ALLOTMENT  SCHEDULE  SO  ESTABLISHED,  UNLESS  AN  ADDITIONAL 
ALLOTMENT  is  MADE,  AS  HEREIN  PROVIDED. 

ALLOTMENTS,  LImBILITIES  INCURRED  A\C  EXPENDITURES  MACE  UNDEti. 
EXPENDITURE  AfPkOPRIAl IUNS  HEREIN  ENUMERATED  SHALL  IN  NlI  CASE 
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exceed  the  amuukt  of  each  such  appropriation. ,  unless  the  same 
shall  have  been  increased  by  supplemental  appropriations  made 
in  the  manner  provided  by  sections  6.306  and  6.307  of  the 
charteat  or  by  transfer  as  provided  by  sections  6.305  and  7.104 
of  the  charter. 

the  controller  is  hereby  authorized  to  establish  resekves 
for  the  purpose  of  providing  funds  for  adjustments  in 
connection  with  liquidation  of  encumbrances  and  other 
obligations  of  prior  years. 

the  controller  is  hereby  authorized  to  make  the  necessary 
transfers  to  correct  objects  of  expenditure  classifications, 
and  corrections  in  classifications  made  necessary  by  changes  in 
the  proposed  method  of  expenditure. 

where  appropriations  are  made  herein  for  the  purpuse  cf 
replacing  automotive  and  other  equipment,  the  equipment 
replaced  shall  be  surrendered  to  the  purchaser  of 
supplies  and  shall  be  withdrawn  from  service  un  ok  befure 
delivery  to  departments  of  the  new  automotive  euuipment.  hue.". 
the  replaced  equipment  is  sold,  in  lieu  of  being  traded-in,  tht 
proceeds  shall  be  deposited  to  the  unappropriated  balance  of 
the  related  fund.  provided,  however,  that  so  much  of  said 
proceeds  as  may  be  required  to  effect  the  purchase  of  the  ntw 
equipment  is  hereby  appropriated  for  the  purpose,  funds  htkein 
appropriated  for  automotive  equipment  shall  not  be  used  to  buy 
a  replacement  of  any  automobile  superior  in  class  tc  the  one 
being  replaced  unless  it  has  been  specifically  authokized  by 
the  board  of  supervisors  in  the  making  cf  the  original 
appropriation. 

appropriations  for  equipment  from  current  fuuds  shall  be 
construed  to  be  annual  appropriations  and  unencumbered  balafccts 
shall  lapse  at  the  close  of  the  fiscal  year. 


SECTION    6A.   TELEPHONE  APPROPRIATIONS,  OBJECT  OF 
EXPENDITURE  NUMBER  232,  ARE  FOR  SEKVICE  CHANGES  ON  THE  USE  CF 
EXISTING  TELEPHONE  FACILITIES  AND  FOR  INSTALLATION  AND  SERVICE 
CHARGES  FOR  TfiE  USE  OF  ADDITIONAL  TELEPHONE  FACILITIES  STATED 
IN  THE  ADOPTED  BUDGET  PURSUANT  TO  WHICH  THIS  APPROPRIATION 
ORDINANCE  WAS  FINALLY  PASSED.   UPON  THE  RECOMMENDATION  OF  TmE 
DEPARTMENT  HEAD,  CHIEF  ADMINISTRATIVE  OFFICEK,  BOARD  CR 
COMMISSION  AND  THE  APPROVAL  OF  THE  PUK.CHASEI.  OF  SUPPLIES, 
ADDITIONAL  TELEPHONE  FACILITIES,  THE  SERVICE  CHARGES  ON  WHICH 
WILL  NOT  EXCEED  $75.00  PER  ANNUM,  OThER  ThA?.  THE  ADDITint.AL 
TELEPHONE  FACILITIES  STATED  IN  SAID  ADOPTED  BUDGET,  MAY  BE 
INSTALLEU  PROVIDED  THt  CONTROLLER  FIRST  CERTIFIES  THAT  FUNDS 
ARE  AVAILABLE  FOR  THE  PURPOSE.   OTHER  THAN  AS  PROVIDED  IN  TMS 
SECTION  6A,  Nu  FURTHER  EXTENSION  DF  EXISTU.G  TELEPHONE 
FACILITIES  INVOLVING  INSTALLATION  COST  0*  ADDITIONAL  SEKVICc 
CHARGtS  SHALL  BE  MADE  UNLESS  FUNDS  HAVE  BEEN  SPECIFICALLY 
APPROPRIATED  FOR  THE  PURPOSE. 
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SECTION     6B.    NO  LATER  THAN  ThE  15Th  DAY  JF  EVERY  MONTH, 

Each  depaktment  or  agency  for  which  am  appropriation  fdk  perm- 
anent SALARIES  uR  FCR  WAGES  IS  MADE  IN  THIS  APPr.OPi»IATIbtM 
ORDINANCE  SMALL  SUBMIT  TO  THE  MAYUR,  TU  Trit  CUNT-QLLER 
AND  TO  THE  FINANCE  COMMITTEE  OF  TriE  BOARD  OF  SUP  =  R  VlSLjRS  A 
SCHEDULE  SHOWING  AS  OF  THE  LAST  DAY  OF  THE  PRECtDIndG  MOsTH  cVtKY 
AUTHORIZED  POSITION  tBY  CLASSIF ICAT ION)  FOR  WHICH  FUNDS  WERE 
NOT  BEING  USED  AS  OF  THAT  DATE,  IN  THE  EVENT  ANY  ,\EUUISI7IC!K 
IS  OUTSTANDING  AGAINST  SUCH  POSITION   THE  DATE  UF  THE  SUBMISS- 
ION OF  SUCH  REUUISTTION  SHALL  BE  INDICATED. 

NO  LATER  THAN  SIXTY  DAYS  AFTER  THE  ENACTMENT  OF  THE  ANNUAL 
APPROPRIATION  ORDINANCE  EACH  DEPARTMENT  SmALL  SUBMIT  TO  THE 
CONTROLLER  A  MONTHLY  OR  QUARTERLY  ALLOTMENT  SCHEDULE  FOR  ALL 
APPROPRIATION  ACCOUNTS  OTHER  THAN  THOSE  FOR  CAPITAL  IMPROVE- 
MENTS, MAINTENANCE  OF  BUILDINGS  OR  EQUIPMENT  AND  -<ECUNSTRUC"I- 
ION  AND  REPLACEMENT.  THE  CONTROLLER  SHALL  NOT  APPkCVE  AMY 
ENCUMBERANCE  REvJUEST  OR  THE  INCURRING  OF  ANY  LIABILITY  SUBJtCI 
TO  SUCH  AN  ALLOTMENT  SCHEDULE  WHICH  IS  IN  EXCESS  OF  THE  MONTHLY 
OR  gUA/TERLY  ALLOTMENT  SCHEDULE  WITHOUT  THE  CONSENT  OF  THE 
MAYOR  AND  THE  CHAIRMAN  OF  THE  FINANCE  COMMITTEE  OF  Th£  BOARD 
OF  SUPERVISORS. 

THE  CONTROLLtR  SMALL  IN  WRITING  NOTIFY  The  MAYJR  AXD  THE 
CHAIRMAN  OF  THE  FINANCE  COMMITTEE  OF  THE  BOARD  OF  SUPERVISORS 
OF  ANY  REQUEST  FOR  ENCUMBERANCE  OR  REQUEST  TO  EXTEND  IN  EXCESS 
OF  ANY  MONTHLY  UR  UUARTERLY  ALLOTMENT. 

IN  CASE  UF  EMERGENCY  WHICH  COULD  NOT  BE  ANTICIPATED  AT  TmE 
TIME  OF  APPORTIONMENT,  AN  ADDITIONAL  ALLOTMENT  FOR  A  PEKIOD 
MAY  BE  rtADE  ON  THE  RECOMMENDATIONS  CF  THE  DEPARTMENT  A\U  THAT 
OF  THE  C.A.U.i  BOARD  OR  COMMISSION  WITH  APPROVAL  OF  THE  CONT- 
ROLLER. 


SECT20N     7.   WHERE  APPROPRIATIONS  ARE  MADE  FlR  SPECIFIC 
PROJECTS  OR  PURPOSES  WHICH  MAY  INVOLVE  THE  PAYMENT  UF  SALA<2ES 
OR  WAGES,  THE  HEAD  Or  ThE  DEPARTMENT  TO  WHiCn  SUCH 
APPROPRIATIONS  ARE  MADE,  OR  THE  HEAD  OF  THE  DEPARTMc»,T 
AUTHORIZED  BY  CONTRACT  OR  INTERDEPARTMENTAL  ORDER  TO  MAKE 
EXPENDITURES  FROM  EACH  SUCH  APPROPRIATION,  SmALL  FILE  WITH  THE 
CONTROLLER,  WHE*.  REwUESTED,  AN  ESTIMATE  OF  THE  AMCUN7  OP  ANY 
SUCH  EXPENDITURES  TO  BE  MADE  DURING  TmE  EhSdlM*  PERIOD. 


SECTION     8.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  A*o> 
DIRECTED  TU  PRESCRIBE  THE  METHOD  TO  BE  USED  IN  MAKING  PAYMENTS 
FUR  INTERDEPARTMENTAL  SERVICES  IN  ACCORDANCE  wITh  THE 
PROVISIONS  OF  SECTIU*  6.305  OF  THE  CHAPTER,  AND  Tj  PROVIDE  FCN 
THE  ESTABLISHMENT  CF  INTERDEPARTMENTAL  RESERVES  WHICH  MAY  Bt. 
REQUIRED  TO  PAY  FCR  FUTURE  OBLIGATIONS  WHICH  rc^UL"  FROM 
CURRENT  PERFORMANCES.   WHENEVER  IN  THE  JUDGMENT  OF  THE 
CONTROLLER,  THE  AMOUNTS  WHICH  HAVE  BEEN  SE T   ASIDE  FOR  SUCH 
PURPOSES  ARE  NO  LU.\bER  REQUIRED  OR  AkE  IN  EXCESS  LF  THE  AMOUN'i 
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WHICH  IS  THEN  CURRENTLY  ESTIMATED  TO  BE  REQUIRED,  THE 
CONTROLLER  SHALL  TRANSFER  THE  UNREQUIRED  AMOUNT  TO  THE 
UNAPPROPRIATED  BALANCE  OF  THE  PARTICULAR  FUND  OF  MHlCn  THE 
RESERVE  IS  A  PART.   PROVIDED  FURTHER  THAT  NO  EXPENDITURE  SHALL 
BE  HADE  FOR  OUTLAY  PURPOSES  FRON  ANY  INTERDEPARTMENTAL  RESERVE 
WITHOUT  SPECIFIC  APPROPRIATION  BY  THE  BOARD  oF    SUPERVISORS. 


SECTION     9.   APPOINTING  OFFICERS  SHALL  NOT  MAKE 
APPOINTMENTS  TO  ANY  OFFICE  OR  POSITION  UNTIL  THE  CONTROLLER 
SHALL  CERTIFY  THAT  FUNDS  ARE  AVAILABLE. 

FUNDS  PROVIDED  HEREIN  FOR  PERMANENT  SALARIES  OR  MAGES  MAY, 
WITH  THE  APPROVAL  OF  THE  CONTROLLER,  BE  USED  TO  PKOVIDE  FOh  A 
TEMPORARY  EMPLOYMENT  WHEN  IT  BECOMES  NECESSARY  TO  REPLACE  A 
PERMANENT  OCCUPANT  OF  A  POSITION  WHILE  ON  EXTENDED  LEAVE 
WITHOUT  PAY,  OR  FOR  THE  TEMPORARY  FILLING  OF  A  VACANCY  IN  A 
PERMANENT  POSITION. 

APPOINTMENTS  TO  SEASONAL  OR  TEMPORARY  POSITIONS  SHALL  NOT 
EXCEED  THE  TERM  FOR  WHICH  THE  CONTROLLER  HAS  CERTIFIED  THE 
AVAILABILITY  OF  FUNDS. 

THE  CONTROLLER  SHALL  BE  IMMEDIATELY  NOTIFIED  OF  A  VACANCY 
OCCURING  IN  ANY  POSITION. 


SECTION    10.   SURPLUSES  EXISTING  IN  APPROPRIATIONS  HEREIN 
MADE  FOR  PERSONAL  SERVICES  SHALL  BE  TRANSFERRED  BY  THE 
CONTROLLER  TO  THE  RESERVE  IN  THE  SAME  APPROPRIATION. 

EACH  RESERVE  SO  CREATED  IS  FOR  THE  RELATED  DEPARTMENT 
APPROPRIATED  FOR  THE  FOLLOWING  PURPOSES: 

1-  FOR  ADJUSTING  ThE  PROVISION  FOR  THE 
COMPENSATION  OF  AN  OFFICE  OR  A  POSITION 
WHEREIN  THE  AMOUNT  PROVIDED  F^R  SUCH 
COMPENSATION  IS  NOT  SUFFICIENT  TJ  PAY  THE 
OFFICER  OR  EMPLOYEE  RETURNING  Tu  SUCH  uFFICt 
OR  POSITION  FROM  MILITARY  OR  WAR  LEAVE  THE 
COMPENSATION  SAID  OFFICER  OR  EMPLOYEE  IS 
LEGALLY  ENTITLED  TO  RECEIVE. 

2-  FOR  PROVIDING  THE  COMPENSATION  FOF  AN 
OFFICE  OR  A  POSITION.  WHEREIr  PROVISION  HAS 
NOT  BEEN  OTHERWISE  MADE  TC  PAY  A.Y  OFFICER  Oh 
EMPLOYEE  WHO  MAY  BE  ENTITLED  THERETO  FOK  A 
PERIOD  NOT  TO  EXCEED  THIRTY  CALENDAR  DAYS 
WHILE  ABSENT  FROM  HIS  DUTIES  br.  SERVICES 
WHILE  ENGAGED  IN  ORDERED  MILITARY  OR  NAVAL 
DUTY  AND  WHILE  GOING  TO  AND  RETURNING  FRO* 
SUCH  DUTY. 

3-  FOR  PROVIDING  THE  COMPENSATION  F0«  AN 
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OFFICE  PR  A  POSITION  WHEREIN  PROVISION  HAS 
NOT  BEEN  OTHERWISE  MADE  TCJ  PAY  AN  CFF1CEP.  Cn. 
EMPLOYEE  RETURNING  FROM  MILITARY  QA    WAR  LEAVE 
TO  A  REGULARLY  ESTABLISHED  OFFICE  OR  POSITION 
THE  COMPENSATION  SAID  OFFICER  OR  EMPLOYtE  IS 
LEGALLY  ENTITLED  TC  RECEIVE. 

4-  FOR  ADJUSTING  THE  PROVISION  Ft-K  ThE 
COMPENSATION  OF  AN  OFFICE  jR  A  POSITION 
WHEREIN  THE  AMOUNT  PROVIDED  FOR  SUCH  COMPEN- 
SATION IS  NOT  SUFFICIENT  TO  PAY  THE  OFFICER 
OR  EMPLOYEEt  WHETHER  PERMANENTLY  OR 
TEMPORARILY  EMPLOYED,  THE  COMPENSATION  SAID 
OFFICER  OR  EMPLOYEE  IS  LEGALLY  ENTITLED  TC 
RECEIVE,  WHETHER  THE  COMPENSATION  IS  PROVIDED 
FOR  BY  DIRECT  APPROPRIATION  OR  THROUGH 
SERVICES  OF  OTHER  DEPARTMENTS  OR  SOME  OTHER 
INDIRECT  APPROPRIATION. 

5-  FOR  ADJUSTMENTS  NECESSARY  TO  PAY  THE 
KATfcS  OF  PAY  ESTABLISHED  BY  THE  BOARD  OF 
SUPERVISORS  IN  THE  ADOPTION  OF  Trit  BUDGET  Fwh 
EMPLOYMENTS  KNOWN  AS  DISABILITY  TRANSFERS. 

6-  NOTWITHSTANDING  THE  PROVISIONS  OF  SECTiO\ 
16.12  OF  THE  ADMINISTRATIVE  CODE  ADJUSTMENTS 
REUUIRED  FOR  NECESSARY  REPLACEMENTS  OF 
EMPLOYEES  WHO  HAVE  ELECTED  TO  RtCfclVE  CASH 
PAYMENT  IN  LIEU  OF  VACATION  I*  THEIR  FINAL 
YEAR  OF  SERVICE  WHEN  FUNDS  HAVE  NOT  OTHERWISE 
BEEN  PROVIDED. 

T-  FOR  LUMP  SUM  PAYMENTS  TO  OFFICERS, 
EMPLOYEES,  POLICE  OFFICERS  AND  FIREFIGHTERS 
OTHER  THAN  ELECTIVE  OFFICERS  AND  MEMBEkS 
OF  BOARDS  AND  COMMISSIONS  UFOtv  DEATH  OK 
RETIREMENT  OR  SEPAKATION  CAUSED  BY 
INDUSTRIAL  ACCIDENT  FOR  ACCUMULATED  SiCK 
LEAVE  BENEFITS  IN  ACCORDANCE  WITH  CIVIL 
SERVICE  COMMISSION  RULES  23.01  AND  23.14.1, 
PROVIDED,  HOWEVER,  THAT  THE  POSITION  HELD 
BY  AN  EMPLOYEE  WHO  IS  ENTI1LED  Tl)  SUCH 
LUMP  SUM  PAYMENT  WILL  NOT  Be  FILLED  WITH 
EITHER  A  PERMANENT  OR  TEMPORARY  REPLACEMENT 
UNTIL  SUCH  LUMP  SUM  PAYMENT  HAS  BEEN  RECOVERED 
FP3M  APPROPRIATIONS  MADE  FCh  PERSONAL 
SERVICES,  AND  FURTHER  PRUVTDcD  THAT  IN  THE 
EVE^T  DEPARTMENTAL  REQUIREMENTS  ARE  SUCH  THAT 
SAID  POSITION  MUST  BE  FILLELi  IMMEDIATELY  IT 
MAY  6E  SO  FILLED  ON  THE  REUUEST  OF  THE 
APPOINTING  OFFICER,  RECOMMENDATION  CF  THE 
GENERAL  MANAGER,  PERSONNEL,  MAYOS  AND  APP- CVAL 
BY  RESOLUTION  OF  ThE  BOARD  OF  SUPERVISORS. 
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SUCH  AMOUNTS  AS  NAY  BE  REQUIRED  TO  CARRY  JUT  THE  ABOVE 
PROVISION  SHALL  BE  TRANSFERRED  BY  THE  CONTROLLER  TO  THE  KELAThD 
APPROPRIATIONS  UPON  THE  REQUEST  OF  THE  DEPARTMENT  HEAD 
CONCERNED  AND  THAT  OF  THE  CHIEF  ADMINISTRATIVE  OFFICER,  BOAKD 
OR  COMMISSION  FOR  DEPARTMENTS  UNDER  THtlK  RESPECTIVE 
JURISDICTION. 

EACH  SUCH  REQUEST  SHALL  REQUIRE  THE  PRIOR  APPROVAL  OF  THE 
GENERAL  MANAGER,  PERSONNEL  OF  THE  CIVIL  SERVICE  COMMISSION. 

SURPLUSES  EXISTING  IN  COMPENSATION  RESERVE  MAY  ALSO  BE 
TRANSFERRED  TO  ACCOUNT  NUMBER  1990  OF  THE  RELATED  FUND  AND  KAY 
ALSO  BE  USED  FOR  THE  MAKING  OF  APPROPRIATION  FOR  OTHER 
COMPENSATION  RETIREMENTS  IN  THE  MANNER  PROVIDED  BY  CHARTER. 

SECTION  10.01   WHE*  A  DEPARTMENT  HAS  SURPLUS  FUNDS 
RESULTING  FROM  AN  EXCESS  OF  FUNDS  ALLOTTED  OVER  FUNDS 
EXPENDED  IN  PRIuR  MONTHS  IN  AN  APPROPRIATION  FOP  PERMANENT 
SALARIES,  THE  SURPLUS  FUNDS  MAY  BE  TRANSFERRED  ON 
RECOMMENDATION  OF  THE  DEPARTMENT  HEAD  AND  APPROVAL  BY  THE 

chief  administrative  officer,  board  or  coMMissiors  for 

DEPARTMENTS  UNDER  THEIR  RESPECTIVE  JURISDICTION  AND  ON 
AUTHORIZATION  OF  THE  CONTROLLER  TO  ANOTHER  APPRJPRlATION 
FOR  PERMANENT  SALARIES  WITHIN  THE  SAME  DEPARTMENT  PROVIDED 
THAT  BOTH  APPROPRIATIONS  ARE  FUNDED  FROM  THE  SAME  SOURCE 
OF  REVENUE.   SUCH  TRANSFERS  ARE  SUBJECT  TO  THE  APPROVAL  UF 
THE  MAYOR  AND  THE  CHAIRPEkSON  OF  THE  FI\ANCE  COMMITTEE  OF 
THE  BOARD  OF  SUPERVISORS. 


SECTION    11.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  ANO 
DIRECTED  TO  CONTINUE  THE  EXISTING  SPECIAL  AND  TRUST  FUNDS, 
REVOLVING  FUNDS,  AND  RESERVES  AND  THE  RECEIPTS  IN  AND  EXPENDI- 
TURES FROM  EACH  SUCH  FUND  ARE  HEREBY  APPROPRIATED  IN  ACCORDANCE 
WITH  LAW  AND  THE  CONDITIONS  UNDER  WHICH  EACH  SUCH  FUND  WAS 
ESTABLISHED. 

THE  CONTKOLLER  IS  HEREBY  AUTHORIZED  AND  DIRECTED  TO  SET  UK 
ADDITIONAL  SPECIAL  AND  TRUST  FUNDS  AND  PSSE4VES  AS  MAY  bE 
CREATED  BY  EITHER  ADDITIONAL  BEQUESTS  OR  UNDER  OTHES  CONDITION'S 
AND  THE  RECEIPTS  IN  EACH  FUND  ARE  HEKtBY  APPROPRIATED  IN 
ACCORDANCE  WITH  LAW  FOR  THE  PURPOSES  AND  SUBJECT  TO  THE 
CONDITIONS  UNDER  WHICH  EACH  SUCH  FUND  WAS  ESTABLISHED. 


SECTION  11.1.   WHENEVER  THE  CITY  AND  CCUNTY  JF  SAN  FRANCISCO 
SHALL  RECEIVE  FOR  A  SPECIAL  PURPOSE  FROM  THE  UNITED  STATES  JF 
AMERICA,  THE  STATE  OF  CALIFORNIA,  OR  FROM  A" Y  PUBLIC  OR  SEMI- 
PUBLIC  AGENCY,  CP.  FROM  ANY  PRIVATE  PcRSON,  FIKM  Ok  CCKPONATiC\, 
ANY  MONEYS,  Ok  PROPERTY  TO  BE  CONVERTED  INTO  Mdr^Y,  TriE 
CONTROLLER  SHALL  SET  UP  ON  THE  BOOKS  OF  HIS  OFFICE  A  SPECIAL 
FUND  OR  ACCOUNT  EVIDENCING  THE  SAIC  MONEYS  S.  kECEIVEO  AKD 
SPECIFYING  THE  SPECIAL  PURPOSES  FUR  WHICH  THEY  r.AVE  BEEV 
RECEIVED  AND  FOR  WHICH  THEY  ARE  HELD,  WHICH  SAID  ACCOUMT  0* 
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FUND  SHALL  BE  MAlVTAIKfcD  BY  THE  SAID  CONTROLLER  AS  LONG  AS  A~V 
PORTION  OF  SAID  MONEYS  OR  PROPERTY  REMAINS. 

EACH  DEPARTMENT  OF  THE  CITY  AND  COUNTY  Of    SAN  FRANCISCO, 
WHICH  IN  THE  NORMAL  OPERATIONS  UNDER  ITS  PCWtf.  AMD  DUTIES  IS  BY 
LAW  AfiD  UPON  DEPOSIT  OF  MONEYS  BY  PE*SO\S,  F1XMS,  0* 
CORPORATIONS  AUTHORIZED  TO  PERFORM  CERTAIN  SERVICES  FOR  AND  AT 
THE  COST  AND  EXPENSE  OF  SAID  PERSONS,  FIRMS  OK  CORPORATIONS  IS 
HEREBY  AUTHORIZED  TC  PERFORM  SIMILAR  SERVICES  FOR  The  UNITED 
STATES  OF  AMERICA,  THE  STATE  OF  CALIFORNIA,  OR  ANY  DIVISION  OR 
AGENCY  UF  EITHER,  UPON  RECEIPT  OF  A  LEGAL  A,\3  Ph^PER  ORCE-*  ZA 
CONTRACT  TO  PAY  TO  THE  CITY  AND  COUNTY  OF  SAN  F-iANCISCO  THE 
FULL  COST  AND  EXPENSE  OF  PERFORMING  THE  KEUUIkED  SERVICES  UPC* 
COMPLETION  THEREOF.   CITY  OWNED  PUBLIC  UTILITIES  MAY  WITH 
APPROVAL  OF  THE  CONTROLLER  PERFORM  SUCH  SERVICES  FOR  PRlVAxtLY 
OWNED  PUBLIC  UTILITIES  IN  THE  MANNER  PROVIDED  IN  THI  S 
PARAGRAPH. 

THE  EXPENDITURES  NECESSARY  FROM  SAID  FUfvDS  OK  SAID  ACCOUNTS 
AS  CREATED  HEREIN,  IN  ORDER  TO  CARRY  OUT  THE  PURPOSE  FUR  wHiCn 
SAID  MONEYS  OR  ORDERS  HAVE  BEEN  RECEIVED  OR  FUR  WHICH  SAID 
ACCOUNTS  ARE  BEING  MAINTAINEO,  SHALL  BE  APPROVED  SY  THE 
CONTROLLER  AND  SAID  EXPENDITURES  ARE  HEREBY  APPROPRIATED  IN 
ACCORDANCE  WITH  THE  TERMS  AND  C0ND1TIUNS  JNDE*  WHICH  SAID 
MONEYS  OR  ORDERS  HAVE  BEEW  RECEIVED  BY  "iHE  CITY  Ar»D  COU*TY  OF 
SAN  FRANCISCO,  AND  IN  ACCORDANCE  WITH  THE  CONDITIONS  UNDER 
WHICH  SAID  FUNDS  ARE  MAINTAINED. 


SECTION  11.2.   ALL  MONEYS  AVAILABLE  IN  THE  EXCESS  LIABILITY 
ACCIDENT  RESERVE  FUND  OF  THE  MUNICIPAL  RAILWAY  -ORDINANCE 
NO.  3209*  SERIES  OF  1939-  AND  ALL  MONEYS  RECEIVED  BY  THE  CITY 
AND  COUNTY  OF  SAN  FRANCISCO  PURSUANT  TO  THE  TERMS  AND 
CONDITIONS  OF  ANY  EXCESS  PUBLIC  LIABILITY  AND  PROPERTY  DAMAGE 
INSURANCE  P?LICY  COVERING  THE  OWNERSHIP,  MAINTENANCE  AND 
OPERATION  OF  ANY  OF  ITS  MUNICIPAL  UTILITIES  ARE  HEUEBY 
APPROPRIATED  AND  MADE  AVAILABLE  TO  THE  RELATED  MUNICIPAL 
UTILITY  FOR  THE  PAYMENT  OF  PERSONAL  INJURY  AND  PROPERTY  DAMAGE 
CLAIMS. 


SECTION  11.3.   PREMIUMS  RECEIVED  FROM  THE  SALE  UF  BOi\DS  ARE 
HEREBY  APPROPRIATED  FOR  BOND  INTEREST  AND  REDEMPTION  PURPOSES 
OF  THE  ISSUE  UPON  WHICH  IT  WAS  RECEIVED. 


SECTION  11.4.   RECEIPTS  IN  AND  EXPENDITURES  FROM 
APPROPRIATION  t.C.  255.999.50,  PRINTING  OF  BALLOT  A»GuHEMS,  Arte 
HEREBY  APPROPRIATED  IN  ACCORDANCE  WITH  LAW  A *D  THE  CONDITIONS 
UNDER  WHICH  THIS  APPRHPR IATION  IS  ESTABLISHED. 
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SECTION  11.5.   WHENEVER  EMPLOYEES  OF  DEPARTMENTS  ARE 
REQUIRED  TO  WORK  OVERTIME  ON  ACCOUNT  OF  SERVICES  KcyUIRtD  BY 
RENTERS,  LESSEES  OR  TENANTS,  OF  SAID  DEPARTMENTS,  TmE  COST  CF 
SUCH  OVERTIME  EMPLOYMENT  SHALL  BE  COLLECTED  BY  THE  DEPARTMENTS 
FROM  THE  RENTERS,  LESSEES  OR  TENANTS  INVOLVED,  AND  SHALL  BE 
DEPOSITED  WITH  THE  TREASURER  TO  THE  CREDIT  OF  A  DEPARTMENTAL 
SPECIAL  OVERTIME  APPROPRIATION.   ALL  MONEYS  DEPOSITED  THEREIN 
ARE  HEREBY  APPROPRIATED  FOR  SUCH  PURPOSE. 


SECTION  11.6.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  AND  DI- 
RECTED TO  SET  UP  APPROPRIATIONS  FOR  REFUNDING  AMOUNTS  DEPUS1YED 
IN  THE  TREASURY  IN  EXCESS  OF  AMOUNTS  DUE,  AND  THE  RECEIPTS 
AND  EXPENDITURES  FROM  EACH  ARE  HEREBY  APPROPRIATED  IN  ACCOR- 
DANCE WITH  LAW.  WHEREBY  STATE  STATUTE,  LOCAL  ORDNANCE  CR  COURT 
ORDER, INTEREST  IS  PAYABLE  ON  AMOUNTS  TO  BE  REFUNDED,  IN  THE 
ABSENCE  OF  APPROPRIATION  THEREFORE,  SUCH  INTEREST  IS  HEREWITH 
APPROPRIATED  FROM  THE  UNAPPROPRIATED  INTEREST  FUND  OR  INTEREST 
EARNINGS  OF  THE  FUND  INVOLVED. 


SECTION  11. T.   MONEYS  RECEIVED  AS  PAYMENT  FOR  DAMAGE  TO 
CITY  OWNED  MOTORCYCLES,  AUTOMOBILES  OR  TRUCKS,  OR  OTHER 
PROPERTY,  ARE  HEREBY  APPROPRIATED  TO  THE  DEPARTMENT 
CONCERNED  TO  PAY  THE  COST  OF  REPAIRING  SUCH  EQUIPMENT  OR 
PROPERTY.   ANY  EXCESS  FUNDS,  AND  ANY  AMOUNT  DECEIVED  FOR 
DAMAGED  EQUIPMENT  WHICH  IS  NOT  TO  BE  REPAIRED  SHALL  BE 
CREDITED  TO  THE  UNAPPROPRIATED  BALANCE  OF  FUNDS. 


SECTION  11.8   THAT  PORTION  OF  FUNDS  RECEIVED  PURSUANT  TO 
THE  PROVISIONS  OF  ADMINISTRATIVE  CODE  SECTION  21.20  -  FAILUKE 
TO  DELIVER  ARTICLE  CONTRACTED  FOR  -  AS  MAY  BE  NEEDED  TO  AFFLCT 
THE  REQUIRED  PROCUREMENT  ARE  HEREBY  APPROPRIATED  FOR  THAT 
PURPOSE  AND  THE  BALANCE,  IF  ANY,  SHALL  BE  CREDITED  TO  THE 
UNAPPROPRIATED  BALANCE  OF  THE  RELATED  FUND. 


SECTION  11.9.   WHENEVER  THE  BOARD  OF  SUPERVISORS  HAS  AUTHOR- 
IZED THE  EXECUTION  OF  AGREEMENTS  WITH  CORPORATIONS  FOR  THE 
CONSTRUCTION  OF  OFF-STREET  PARKING  AND  OTHER  FACILITIES  UNDtf 
WHICH  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO  GUARANTEES  THE  PAY- 
MENT OF  THE  CORPORATIONS  DEBT  SERVICE  OR  OTHER  PAYMENTS  FOR 
OPERATION  OF  THE  FACILITY,  IT  SHALL  BE  INCUMBENT  UPON  THE 
CONTROLLER  TO  RESERVE  FROM  PARKING  METER  OR  OTHER  DESIGNATED 
REVENUES  SUFFICIENT  FUNDS  TO  PROVIDE  FOR  SUCH  GUARANTEES.   t'Ht 
CONTROLLER  IS  HEREBY  AUTHORIZED  TO  MAKE  PAYMENTS  AS  PREVIOUSLY 
GUARANTEED  TO  THE  EXTENT  NECESSARY  AND  THE  RESERVES  APPROVES  Ir. 
EACH  A.*NUAL  APPROPRIATION  ORDINANCE  ARE  HEKEBY  APPROPRIATED  F„H 
THE  PURPOSE.   The  CONTROLLER  SHALL  'XTIFY  THE  BOAKD  CF  SUPER- 
VISORS ANNUALLY  OF  ANY  PAYMENTS  MADE  PURSUANT  TO  THIS  SECTION. 
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SECTION  11.9.1.   RECEIPTS  FROM  RrNTAL  JK  USE  OF  CANDLt  STlc*. 
PARK,  STADIUM  OPERATOR  ADMISSION1  TAX,  THE  AUTOMOBILE  MARKING 
AREA  CONTIGUOUS  THERETO  AND  ALLOCATION  OF  HOTEL  ROOM  TAX  REvEf-UE 
ARE  HEREBY  APPROPRIATED  FOR  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RENTAL  PAYMENTS  TO  SAN  FRANCISCO  STADIUM,  INC.. 


SECTION  11.9.2   HOTEL  TAX  RECEIPTS  ALLGCATtO  TO  THE  YEr BA 
BJENA  REDEVELOPMENT  PROJECT  AKE  HEREBY  APPROPRIATED  TO  THE  ChltF 
ADMINISTRATIVE  OFFICER  FOR  SUPPLEMENTS  FO*  lO*  INCOME 
HOUSEHOLDS,  FOR  USE  IN  FACILITATING  THE  PRODUCTION  OF  LOW  iNCJMt 
HOUSING  IN  YERBA  8UENA  CENTER  REDEVELOPMENT  PROJECT  AREA  AND  ON 
CERTAIN  PARCELS  ADJACENT  THERETO,  FOR  THE  PREPARATION  OF 
ARCHITECTURAL  PLANS,  ENGINEERING  STUDIES,  AND  FOR  SUCH  OTHEft 
FURTHER  EXPENSES  DELATED  TO  THE  CONSTRUCTION  AND  CUHPLETIUK  OF  A 
CONVENTION  CENTER-SPORTS  ARENA  IN  ACCORDANCE  WITH  THE  >  kCVISIONS 
OF  SECTION  51513)  OF  PART  III,  SAN  FRANCISCO  MU?:ICIPAL  CODE. 
THE  CHIEF  ADMINISTRATIVE  OFFICER  SHALL,  BEFORE  JULY  1ST 
TRANSMIT  TO  THE  BOARD  OF  SUPERVISORS  A  PROGRAM  BUDGET  FCK  ThE 
NEXT  FISCAL  YEAR  AND  EACH  QUARTER  TC  THE  BOARD  OF 
SUPERVISORS  ON  THE  AMOUNT  EXPENDED  FOR  THE  ITEMS  SET  FORTH 
ABOVE. 


SECTION  11.10.   ALL  MONEYS  RECEIVED  FROM  THE  UNITED  STATES  CF 
AMERICA  UNDER  ThE  URBAN  MASS  TRANSPORTATION  ACT  OF  1964,  AS 
AMENDED,  AND  THE  uRbAN  MASS  TRANSPORTATION  ACT  OF  1970,  To 
PROVIDE  SOME  OF  THE  EOUIPMENT  AND/OR  FACILITIES  SEEDED  FUR  ThL 
MUNICIPAL  RAILWAY  IS  HEREBY  APPROPRIATED  FOR  THE  ACQUISITION  UF 
SUCH  EQUIPMENT  AND/OR  FACILITIES  AND  SHALL  Bt  DISBURSED  Tu  THc 
SAN  FRANCISCO  MUNICIPAL  RAILWAY  IMPROVEMENT  CORPORATION  IN 
ACCORDANCE  WITH  AND  PURSUANT  TO  THE  PROVISIONS  OF  SECTICN  7  CF 
THAT  CERTAIN  AGREEMENT,  DATED  AS  OF  JANUARY  15,  19o9,  AND 
SECTION  7  OF  THAT  CERTAIN  AGREEMENT,  OATEO  AS  OF  DECEMBER  1, 
1971,  BETWEEN  THE  CITY  AND  COUNTY  OF  SAN  FRASC1SCO  AND  ThE  SAI. 
FRANCISCO  MUNICIPAL  RAILWAY  IMPROVEMENT  CORPORATION. 


SECTION  11.10.1.   LOCAL  TRANSPORTATION  FuNU  ARE  HEREBY 
APPROPRIATED  PURSUANT  TO  29531  OF  THE  GOVERNMENT  CODE. 


SECTION  11.11.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  To  ESTAB- 
LISH AN  APPROPRIATION  AND  TO  MAKE  PAYMENT  TO  THE  REDEVELOPMENT 
AGENCY  OF  THE  CITY  AND  COUNTY  OF  SAN  FRA'iCISCG  FROM  TmE  TAa 
ALLOCATIONS  FOR  GOLDEN  GATEWAY  PROJECT  PURSUANT  TO  BOARD  OF 
SUPERVISOR  ORDINANCE  301  -  59,  AS  AMENDED  BY  ORDINANCE  NO.  20<t  • 
68,  AUTHORIZED  PURSUANT  TO  CALIFORNIA  CONSTITUTION  ARTICLE  XVI, 
SECTION  16  AND  HEALTH  AND  SAFETY  CODE  SECTION  33670. 
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SECTION  11.12.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  TO  ESTAB- 
LISH APPROPRIATIONS  BASED  ON  THE  BUDGET  ADOPTED  BY  THE  BOARD  uF 
EDUCATION  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO  AND  TC  ADJUST 
APPROPRIATION  TRANSFER  INTO  GENERAL  CITY  AND  COUNTY  FUNDS. 


SECTION  11.13.   THE  CONTROLLER  IS  HEREBY  AUTHORIZED  TO 
TRANSFER  TO  THE  CHIEF  ADMINISTRATIVE  CFFICER  ANY  AMOUNTS 
INDICATED  IN  THE  BUDGET  ESTIMATE  AND  APPROPRIATED  HEKEBY 
FOR  THE  PURCHASE  OF  INSURANCE  OR  THE  PAYMENT  OF  INSURANCE 
PREMIUMS  IN  ACCOUNTS  812,  813*  AND  815. 


SECTION    12.   AID  PAID  FROM  FUNDS  HEREIN  PROVIDED  AND  RE- 
FUNDED DURING  THE  FISCAL  YEAR  HEREOF  SHALL  BE  CREDITED  TO,  AND 
MADE  AVAILABLE  IN,  THE  APPROPRIATION  FROM  WHICH  SAID  AID  WAS 
PROVIDED. 


SECTION    13.   NO  ORDINANCE  APPROPRIATING  MONEYS  FROM  THE 
EMERGENCY  RESERVE  FUND  SHALL  BE  PASSED  BY  THE  BOARD  OF  SUPtR- 
VISORS  UNLESS  AN  ACTUAL  EMERGENCY  SHALL  EXIST  WITHIN  THE  MEANING 
OF  SECTIONS  2.301  OR  3.100  OF  THE  CHARTER  AND  THE  EMERGENCY 
IS  SPECIFICALLY  STATED  AND  DEFINED  IN  SUCH  ORDINANCE. 

MONEYS  WHICH  ARE  APPROPRIATED  DURING  THE  FISCAL  YEAR  FROM 
THE  EMERGENCY  RESERVE  FUND  TO  DEPARTMENTS,  OFFICES  Af;D  FUNDS 
SHALL  BE  CONSTRUED  ONLY  AS  ESTIMATES  OF  SUCH  REQUIREMENTS. 
THE  CONTROLLER  SHALL,  UPON  THE  DETERMINATION  OF  THE  ACTUAL  kE- 
LiUlREMENT,  RETURN  TC  THE  EMERGENCY  RESERVE  FUND  THAT  PORTION  OF 
THE  APPROPRIATION  WHICH  IS  NOT  ACTUALLY  REgUIRED  FOR  TH  =  STATED 
EMERGENCY. 

PRIOR  TO  THE  CLOSE  OF  THE  FISCAL  YEAR  THE  CONTROLLER  SHALL 
TRANSFER  TO  THE  EMERGENCY  RESERVE  FUND  FROM  ANY  AVAILABLE 
BALANCE  IN  THE  APPROPRIATIONS  OF  ANY  DEPARTMtNT,  OFFICE  PR  Fuf.D 
THE  AMOUNT  SUCH  DEPARTMENT,  OFFICE  OR  FUND  HAS  KECE1VED  AS  AN 
APPROPRIATION  FROM  THE  EMERGENCY  RESERVE  FUND  U*  AS  MUCH 
THEREOF  AS  IS  AVAILABLE  FOR  TRANSFER. 


SECTION    14.   ALL  TRANSACTIONS  AFFECTING  APPROPRIATIONS 
MADE  FOR  THE  REDEVELOPMENT  AGENCY,  AND  THE  PARKING  AUTHORITY, 
SHALL  BE  SUBJECT  TO  THE  BUDGET  AND  FISCAL  PROVISIONS  OF  THE 
CHARTER. 


section   15.  the  term  department  as  used  ih   this  ordinance 
Shall  mean  departmevt,  bureau,  office,  utility,  bcard  o«  com- 
mission, AS  THE  case  may  be.  the  term  department  head  as  used 

HEREIN  SHALL  BE  AS  DEFINED  IN  SECTION  3.501  CF  THc  charted. 
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SECTION    16.   ALL  SUPPLEMENTAL  APPROPRIA"t IO.\S  SHALL  BE 
SUBJECT  TO  THE  PROVISIONS  HEREOF. 


SECTIUN    17.   IN  ACCORDANCE  WITH  SECTION  10.3*  OF  TrtE  SAN 
FRANCISCO  ADMINISTkATlVE  CODEt  THE  MILEAGE  RATE  FCR  PAYMENTS 
TO  OFFICERS  AND  EMPLOYEES  FOR  USE  OF  PfUVATELY  OWNED 
AUTOMOBILES  IN  CONNECTION  WITH  ANY  OFFICIAL  DUTY 
OR  SERVICE  SHALL  BE  EIGHTEEN  CENTS  PER  MltE. 


SECTION    18.   ANY  OFFICER  OR  EMPLOYEE  OF  THE  CITY  AM)  COUNTY 
OF  SAN  FRANCISCO  EXCEPT  IN  THE  DISCHARGE  OF  ROUTINE  DUTIES,  WnO 
SHALL  UNDER  THE  AUTHORITY  OF  LAW  OR  ORDINANCE,  LEAVE  THE  CITY 
AND  COUNTY  FOR  THE  PURPOSE  OF  PERFORMING  ANY  OFFICIAL  DUTY  FOh 
OR  ON  BEHALF  OF  THE  CITY  AND  COUNTY,  OK  FOR  THE  PURPOSE  LF 
RENDERING  ANY  SERVICE  TO  OR  FOR  THE  CITY  AND  COUMY,  OR  FOk  Trit 
PURPOSE  OF  OFFICIALLY  REPRESENTING  SAID  CITY  AND  COUNTY,  OR  ANY 
BOARD,  COMMISSION,  OFFICE  OR  DEPARTMENT,  SHALL  BE  ALLOWEU  AS 
THE  EXPENSE  INCIDENT  TO  SAID  SERVICE  THE  ACTUAL  COST  OF  TRANS- 
PORTATION, INCLUDING  PULLMAN  CHARGES,  IF  ANY,  TOGETHER  WITH  AN 
AMOUNT  FOR  lIVING  EXPENSES  NOT  TO  EXCEED  TWENTY  DOLLARS  PE«  DAY 
FOR  EACH  AND  EVERY  DAY  WHILE  SAID  OFFICER  UK  EMPLOYEE  IS  ABSE..T 
ON  SAIO  OFFICIAL  BUSINESS,  OR,  WITH  THE  CONCURRENCE  OF  ThE 
CONTROLLER,  SUCH  ACTUAL  AND  NECESSARY  TRAVtL  AND  OThtH  EXKE'iSES 
AS  MAY  BE  INCURREC. 

ALLOWANCE  FOR  TRAVELING  EXPENSES  SMALL  BE  BAScD  UPON  THE 
MOST  EFFICIENT,  DIRECT  AND  ECONOMICAL  MODE  OF  TRANSPORTATION 
REQUIRED  BY  THE  OCCASION,  PROVIDED,  HOWbVER,  THAT  AT  THE  OPTION 
OF  THE  PERSON  AUTHORIZED  TO  LEAVE  THE  CITY  AND  COUNTY  OF  SAN 
FRANCISCO  ON  JFFICIAL  BUSINESS,  TRAVEL  MAY  BE  ACCCKkL ISHED  IN 
THE  STATE  OF  CALIFORNIA  BY  SUCH  MEANS  AS  THE  PERSON  SO  AUTHOR- 
IZED DEEMS  PROPER.  IN  EXTRAORDINARY  OR  EMERGENCY  CASES,  TRANS- 
PORTATION TO  POINTS  OUTSIDE  THE  STATE  OF  CALIFORNIA  MAY  tit 
CONTRACTED  IN  THE  MOST  EXPEDITIOUS  AND  EXPEDISN"  MANNER. 

THE  NUMBER  OF  DAYS  WHICH  SHALL  BE  USED  AS  ThE  BASIS  FOR 
COMPUTING  THE  ALLOWANCE  FOR  EXPENSES  £THE».  THAN  T,-.ANSPJ.-«.TaTICN 
HEREUNDER  SHALL  NOT  EXCEED  THE  NUMBER  OF  DAYS  REQUIRED  IN 
TRAVELl&G  A!*.D  ATTENDING  TO  THE  BUSINESS  OR  THE  PURFOSE  FCf. 
WHICH  THE  TRIP  IS  MADE.   PROVIDED,  HOWEVER,  THAT  IF  NECESSARY, 
A  REASONABLE  PERIOD  OF  TIME  MAY  BE  ALLOWED  TC  CONSUMMATE 
TRAVELING  ARRANGEMENTS  AND  THAT  DAYS  TAKEN  UP  BY  UNAVOIDABLE 
ACCIDENTS  OR  ILLNESS  WHILE  ENROUTE  AND  CERTIFIED  'i  BY  A  DULY 
LICENSED  PHYSICIAN  OR  SURGEON,  SHALL  BE  CQ^STHUtD  AS  DAYS 
DEVOTED  TO  OFFICIAL  BUSINESS,  AND  PSCVIDED  FURTHER,  ThAT  A 
STATEMENT  FROM  AN  ACCREDITED  CHRISTIAN  SClcKCt  PRACTITIONER 
OR  ONE  AUTHORIZED  TO  PRACTICE  AS  SUCH  BY  THE  FIkST  ChURCh  Of 
CHRIST  SCIENTIST  IK  6CST0N,  MASSACHUSETTS,  CERTIFYING  TP 
TREATMENT  A\D  ThE  ffEED  THEREFOR,  MAY  BE  ACCcPlED  IU    LIEU  UF 
SUCH  CERTIFICATION  BY  A  DULY  LICENSED  PHYSICIAN  >JK  SURGEOK. 

THE  CONTROLLER  SHALL  ESTABLISH  RULES  FOR  THi     PAYMtNf  OF  AlL 
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AMOUNTS  PAYABLE  PURSUANT  TO  THE  FIRST  PARAGRAPH  OF  THIS  SECTION, 
AND  FOR  THE  PRESENTATION  OF  SUCH  VOUCHERS  AS  HE  SHALL  DEEM 
PROPER  IN  CONNECTION  WITH  EXPENDITURES  MADE  PURSUANT  TO  SAID 
SECTION.   NO  ALLOWANCE  SHALL  BE  NADE  FOR  TRAVELING  EXPENSES 
PROVIDED  FOK  IN  THIS  ORDINANCE  UNLESS  FUNDS  HAVE  BEEN*  APPRO- 
PRIATED OR  SET  ASIDE  FOR  SUCH  EXPENSES  IN  ACCORDANCE  WITH  THE 
PROVISIONS  OF  THE  CHARTER. 

EMPLOYEES  IN  CLASSIFICATIONS  7346  PAINTER,  7242  PAINTER 
FOREMAN,  AND  7278  PAINTER  GENERAL  FOREMAN  SHALL  BE  PAID 
SEVENTEEN  DOLLARS  A  DAY,  SEVEN  DAYS  A  MEEK,  FOR  KOOM  AND  BuakD 
FOK  SUCH  PERIOD  AS  HE  IS  REQUIRED  TO  LIVE  AWAY  FROM  HIS  PLACE  OF 
RESIDENCE.   SUCH  MAINTENANCE  SHALL  NOT  BE  CONSIDERED  AS  WAGES 
AND  SHALL  BE  PAID  BY  SEPARATE  CHECK. 

THE  CONTROLLER  SHALL  ADVANCE  THE  SUMS  NECESSARY  FOR  TRAVEL- 
ING EXPENSES,  BUT  PROPER  ACCOUNT  AND  RETURN  MUST  BE  MADE  OF 
SAID  SUMS  SO  ADVANCED  BY  THE  PERSON  RECEIVING  THE  SAME  WITHIN 
TEN  DAYS  AFTER  SAID  PERSON  RETURNS  TO  DUTY  IK  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO,  AND  FAILURE  ON  THE  PART  OF  THE  PERSON 
INVOLVED  TO  MAKE  SUCH  ACCOUNTING  SHALL  BE  SUFFICIENT  CAUSE  K> 
THE  CONTROLLER  TO  WITHHOLD  FROM  SUCH  PERSONS  PAY  WARRANT  OR 
WARRANTS  IN  A  SUM  EQUIVALENT  TO  THE  AMOUNT  TC  BE  ACCOUNTED. 

NO  MORE  THAN  ONE  REPRESENTATIVE  FROM  ONE  BOARD,  COMMISSION 
OFFICE  OR  DEPARTMENT  SHALL  BE  ALLOWED  TRAVEL  EXPENSES  IN  CQh- 
NECTION  WITH  ONE  EVENT,  UNLESS  SPECIFIC  PROVISIONS  AUTHORIZING 
TRAVEL  EXPENSES  TO  BE  PAYABLE  TO  MORE  THAN  ONE  REPRESENTATIVE 
TO  SUCH  EVENT  ARE  CONTAINED  IN  THE  APPROVED  BUDGET  FUR  THE 
BOARD,  COMMISSION,  OFFICE  OR  DEPARTMENT  CONCERNED  OR  OTHER  PRIOR 
APPROVAL  HAS  BEEfi  OBTAINED  FROM  THE  FINANCE  COMMITTEE. 


SECTION    19.   REVENUE  SHARING  FUNDS  ALLOCATED  TO  SUPPORT 
DEPARTMENTAL  BUDGETS,  BUT  NOT  SPECIFIC  APPROPRIATION  ACCOUNTS, 
SHALL  BE  BILLED  AT  A  RATE  OF  75*  OF  THE  DEPARTMENTAL  EXPENDI- 
TURES UP  TO  THE  FULL  REVENUE  SHARING  ALLOCAT1UN  AS  PROVIDED 
PURSUANT  TO  THE  ANNUAL  APPROPRIATION  ORDINANCE. 


SECTION  20.    PORT  COMMISSION,  SUBJECT  TO  THE  APPROVAL  OF  THE 
CONTROLLER  IS  HEREBY  AUTHORIZED  UPON  DUE  NOTICE  AT  A  REGULAR 
OR  SPECIAL  MEETINw  TO  TRANSFER  FUNDS  SURPLUS  IN  GNE  OF  THE 
FOLLOWING  CATEGORIES  -  WAGES  AND  SALARIES,  CONTRACTUAL  SERVICES, 
MATERIALS,  SUPPLIES,  FIXED  CHARGES,  EQUIPMENT,  RECONSTRUCTION, 
CAPITAL  IMPROVEMENTS,  AND  BOND  INTEREST  AND  REDEMPTIONS,  TO 
ANY  OF  THE  OTHERS  DURING  THE  ADMINISTRATION  OF  THt  THEN 
CURRENT  BUDGET,  BUT  THIS  SHALL  NOT  AUTHORIZE  TRANSFERS  TO  At.Y 
ITEM  THAT  HAS  BEEN  SPECIFICALLY  NOTED  aS  A  BUDbfcT  DELETION. 

THE  CONTROLLER  MAY  APPROVE  TRANSFER  OF  FUNDS  WITHOUT  Tmc 
APPROVAL  OF  ThE  MAYOR  OR  THE  BOARD  OF  SUPERVISORS  SO  LOM>  AS 
SAID  EXPENDITURES  ARE  WITHIN  THE  TOTAL  BUDGET  ESTIMATE  A\0 
WILL  NOT  RESULT  IN  A  DEFICIT.   AT  THE  TIME  OF  ThE  REuUEST 
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COPIES  DF  TmE  KEyUEST  TC  THE  CONTR?LLER  SHALL  3E  FORWARDED  To 
THE  MEMBERS  CF  *HE  COMMITTEE  OF  THE  BOARD  CF  SUPERVISORS 
HAVING  JURISDICTION  OVER  ANNUAL  BuDG=T  REVIEW  PURSUANT  T_  SAli. 
BOARDS  RULES  OF  ORDER. 

APPROPRIATION^  FOR  EQUIPMENT  FROM  CURRENT  FUNDS  SHALL  8t 
CONSTRUED  TO  BE  CONTINUING  APPROPRIATIONS. 

APPROPRIATIONS  FOR  EXISTING,  MODIFICATIONS  OF  AND  NEW  TELE- 
PHONE SERVICES  SHALL  BE  INCLUDED  IN  THE  BUDGET  ACCOUNT  FOR 
CONTRACTUAL  SERVICES*  AND  THE  RESTRICTIONS  OF  SECTION  6A  OF 
THE  ADMINISTRATIVE  CODE  SHALL  NOT  APPLY. 

WHEREVER  THE  WORD  CONTROLLER  APPEARS  RELATING  TC  APPOINT- 
MENTS TO  OFFICES  CP  POSITIONS.  THE  WORDS  -  CtilEF  ACCOUNTANT, 
PORT  COMMISSION  -  SHALL  BE  SUBSTITUTED  THEREFOR. 

SECTION  21.    SURPLUS  EXISTING  IN  APPRdPRIATI JNS  HEREIN 
MADE  FOR  PERSONAL  SERVICES  SHALL  NOT  BE  TRANSFERRED  TO  A  COMP- 
ENSATION REStKVEt  APPROPRIATION  FOR  SALARIES  AND  WAGES  ARE 
ALSO  PROVIDED,  HOWEVER,  THAT  IN  THE  EVENT  THE  PORT 
COMMISSION'S  REQUIREMENTS  ARE  SUCH  THAT  WHEN  A  VACANT 
PUSITION,  OCCASIONED  BY  DEATH,  RETIREMENT  OR  SEP- 
ARATION CAUSED  BY  INDUSTRIAL  ACCIDENT  WHERE  A  LUMP 
SUM  ACCUMULATED  SICK  LEAVE  BENEFITS  HAD  BEEN  OR 
WILL  BE  PAID  TO  THE  FORMER  OCCUPANT  OF  SUCH  POSITION, 
MUST  BE  FILLED  IMMEDIATELY,  THE  PORT  COMMISSION  MAY 
FILL  SUCH  POSITION,  UPON  CERTIFICATION  OF  AVAILABILITY 
OF  SUCK  FUNDS  BY  THE  CHIEF  ACCOUNTANT,  POHT  COMMISSION, 
WITHOUT  RECOMMENDATION  BY  THE  GENERAL  MANAGEh, 
PERSONNEL,  BUT  WITH  THE  APPROVAL  OF  THc  MAYOR  ANO 
APPROVAL  BY  RESOLUTION  OF  THE  BOARD  OF  SUPERVISORS. 


SECTION  22.    THE  CONTROLLER  IS  HEREBY  AUTHORIZED  0^»  THE 
REQUEST  OF  THE  PRESIDING  JUDGE  OF  THE  MUNICIPAL  COURT  TC 
TRANSFER  FROM  FUNDS  APPROPRIATED  AS  THE  CCST  OF  THE  HEALTH 
SERVICE  SYSTEM,  INCLUDING  COSTS  OF  ADMINISTERING  THE  HEALTH 
SERVICE  SYSTEM,  TU  BE  BORNE  BY  THE  CITY  AND  CuUNTY  SUFFICIENT 
FUNDS  TO  BE  CONTRIBUTED  TO  THE  STATE  EMPLOYEES'  COKTINGE\CY 
RESERVE  FUNDS  PURSUANT  TO  SECTION  2275^.1  OF  Trie  GOVERNMfcNT 
CODE  OF  THE  STATE  OF  CALIFORNIA  TO  PRJV1DE  A  HEALTH  BENEFIT:, 
PLAN  FOR  MUNICIPAL  COURT  JUDGES  WHO  ELECT  THIS  COVERAGE. 
SUCH  CONTRIBUTION  TO  THE  STATE  EMPLOYEES'  CONTINGENCY  RESERVE 
FUND  SHALL  *UT  EXCEED  THE  AMOUNT  THE  CITY  AND  COUNTY  WSULD 
HAVE  CONTRIBUTED  TO  THE  HEALTH  SERVICE  SYSTtM  IF  THE  JODGt 
HAD  CHOSEN  TO  RtrtAIN  IN  THE  HEALTH  SERVICE  SYSTEM. 
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CONSOLIDATED    BODGtT 


FISCAL   YEAR     197t>-1979 


FUND 


AMOUNT 


01    001      GENERAL    FUND 

Si. 65   Tax    LEVY   RATE    LIMITATION 
RfcVENUE    APPROPRIATIONS 

current  revenue 
revenue  Transfer  in 

BUDGET   REVfcNUE    *ETAINED 
UNAPPROPRIATED    REVENUE 
BUDGET    COMMITTMENT   FROM    FUND    BALANCE 
TOTAL 

EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
REVENUE    TRANSFERS 
TOTAL 


123,317,161 
2,395,076 


103,021,826 
29,114,566 
1,620,000- 
8,945,544- 
4,141,367 

125,712,237 


125,712,237 


$1.65    TAX    LEVY    SATE    ..IMITATION    DOES    NOT   APPLY 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
REVENUE    TRANSFER    IN 
BUDGET   REVENUE    RETAINED 
AD    VALOREM    TAXES 
TOTAL 


EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
REVENUE    TRANSFERS 
TOTAL 


382,378,306 
45.291.404 


200,393,010 
134, 71*,  4-86 
19,874,953- 
112,437,167 
427,669,710 


42-2-r^l4r44-t 
427,669,710 


COMBINED    CHARTER-LIMITED    AND   NON   CHAPTER-LIMITED 
REVE\UE    APPROPRIATIONS 

CURRENT    REVENUE  303,414,836 

REVENUE    TRANSFER    IN  163,829,054 

BUDGET   REVENUE    RETAINED  21,494,953- 

UNAPPR0PRIAT5D    REVENUE  8,945,544- 

BUOGET    COMMITTMENT    FROM    FUND    BALANCE  4,141,367 

AD    VALOREM    TAXES  112,437,167 

TOTAL  553,381,947 
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CONSOLIDATED    dUOGEf 


FISCAL   YEAR     1978-1979 


FdND 


AMOUNT 


01  001   GENERAL  FUND  -  CONTINUED 
COMBINED  ChAkTEK-LIMITED  AND  NUN  CHARTER-LIMITED  -  CONTINUED 


EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
REVENUE  TRANSFERS 
TOTAL 


505,695.467   M»rMM^ 

47,686,480      7r04B,3Q-7- 

553,381,9*7 


01  500   GtNERAL  FUtiD  PROJECTS 
REVENUE  APPROPRIATIONS 
REVENUE  TRANSFER  IN 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


3,887,373 
3,887,373 


3,887,373 
3,887,373 


01  600   GENERAL  FUND  FACILITIES  MAINTENANCE 
REVENUE  APPROPRIATIONS 
KEVfcNUE  TRANSFER  IN 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


1,520,*3* 
1,520,43* 


1,520,43* 
1,520,43* 


01  700   GENERAL  FUND  CAPITAL  PROJECTS  FUND 
REVENoE  APPROPRIATIONS 
REVENUE  TRANSFER  IN 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


1,451,500 
1,451,500 


1,431,500 

1,451,500 
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CONSOLIDATED    BUDGET 


FISCAL    YEAR    1978-1979 


FUND 


AMCUNT 


SPECIAL   REVENUE    FUND    GROUP 


02   001      HOTEL   ROOM  TAX 
REVENUE   APPROPRIATIONS 
CURRENT   REVENUE 
TOTAL 


17,600,000 
17,600,000 


EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
REVENUE    TRANSFERS 
TOTAL 


1,943,399 
15,656,601 
17,600,000 


02   002      ANIMAL    CONTROL    b    WELFARE    FUND 
REVENUE    APPROPRIATIONS 
CURRENT  REVENUE 
TOTAL 


280,000 
280,000 


EXPENDITURE    APPROPRIATIONS 
REVENUE    TRANSFERS 
TOTAL 


260,000 
280,000 


02   025      TRAFFIC    CONTROL    FUND 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
BUDGET    REVENUE    RETAINED 
TOTAL 


17,325,304 
26,600- 
17,298,704 


EXPENDITURE    APPROPRIATIONS 
REVENUE    TRANSFERS 
TOTAL 


17,298,704 
17,298,704 


02    071      OFF    STREET    PARKING   FUND 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
REVENUE    TRANSFER    IN 
UNAPPROPRIATED    REVENUE 
BUDGET    COMMITTMENT    FROM    FUND    BALANCE 
TOTAL 


85,000 

1,500,000 

669,516- 

1,100,000 

1,815,484 
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CONSOLIDATED    BUDGET 


FliCAL    YEA*    1970-1979 


FUND 


AMLU.VT 


SPECIAL  RfcVcNUE  FU*D  GROUP  -  CONTl.MUtD 

02  071   OFF  STKEET  PARKING  FUND  -  CONTINUED 

EXPENDITURE  APPRCPRIATICNS 
EXPENDITURE 
REVENUE  TRAhSFEHS 
TOTAL 


/ 


315, 4^4 

1,500,000 
l,fci5,484 


02    081      REVENUE    SHARING    FUND 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
TOTAL 

EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
REVENUE    TRANSFERS 
TOTAL 


22,2^0,000 
22,330,000 


5,200,000 
17,150,000 
22, 3f 0,000 


02  091   SPECIAL  GAS  TAX  STREET  IMPROVEMENT 
REVENUE  APPROPRIATIONS 
CUKRENT  REVEfcOt 
UNAPPROPRIATED  REVENUE 
BUDGET  COMMITTMENT  FROM  FUND  BALANCE 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


7,0^9,200 
1,116,637- 

3,600,000 
9,712,563 


9,712. 563 
9,712,563 


02  092  rcao  fund 
revenue  appropriations 
current  kevehue 
revenue  tra^sfe*  in 
budget  committmekt  from  fu*id  balance 

TOTAL 


4,111,950 

4,400,000 

3,., 279 

S,344,22v 


PACE 


z9 


Revise/. 
CJNSULILATED    MlLiO:  f  FISCAL    VeAa    1«7S-Iv7v 


FUND  *MhUM 

SPECIAL  REVt.We  FUfcD  GROUP  -  CONTINUED 

02  071   OFF  STREET  PARKING  FUND  -  CONTINUED 

EXPt\DITURt  APPROPRIATIONS 

EXKtNCinjut  315,<V6<» 

St VENUE  I«ANSFtKS  1,500,000 

TOTAL  I,tl5,^e4 

02    081      REVENUE    SHARING   FUND 
REVENJE    APPROPRIATIONS 

CURRENT   REVENUE  22,350,000 

T.jTAL  22,3iU,0G0 

EXPE\UITUPE    APPROPRIATIONS 

EXPcr.DITutvt  -0-                           Src-eer^*^ 

REVENUE    TRANSFERS  22,350,000                h*rt»*r*9& 

T<?TAL  22,350,000 

02    091       SPECIAL    i>AS    TAX    STREET    IMPMJVtMENT 
REVEVJE    APP*UPRIATIUNS 

CURRENT    REVENUE  7,029,200 

UNAPPROPRIATED    REVENUE  i., 116, 637- 

BUDGET   COMMITTMENT   FROM    FUND    BALANCE  3,600,000 

fCTAL  9,712,563 

EXPENCITUP.E    APPhOPAIATIONS 

EXPENDIT^E  V,  712,563 

TOTAL  9,712.563 

02    092      ROAD    FUvD 

REVENUE    APPROPRIATIONS 

CUUHENT  RtVLNUc  4,111,950 

REVENUE    TKANSFtk    IN  4,<rGO,000 

BUDGET    COMMITTMENT   FROM  FUND    BaLaNCE                                                          32,279 

TOTAL  d.5<r«t«229 
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CONSOLIDATED    BUDGET  FISCAL    YEAR    1978-1979 


FUND  AMOUNT 

SPECIAL    REVENUE    FUND   GROUP    -  CONTINUED 

02    092      ROAD    FUND    -   CONTINUED 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  8,544,229 

TOTAL  8, 54* ,2 29 


02    098      SIDE    SEWER    INSTALLATION    FUND 
REVENUE   APPROPRIATIONS 

CURRENT    REVENUf  30.000 

TOTAL  30,000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  30,000 

TOTAL  30,000 


02    221      OPEN    SPACE    PARK    RENOVATION    FUND 
REVENUE    APPROPRIATIONS 

BUDGET   COMMITTMENT    FROM    FUND    BALANCE  23,300 

TOTAL  23,300 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  23,300 

TOTAL  23,300 


02  222  candlestick  kark  fund 
revenue  appropriations 

current  Revenue  1,375,000 

revenue  transfer  in  1,096,460 

unappropriated  revenues  55,  u7- 

TOTAL  2,416,353 

EXPENDITURE  APPROPRIATIONS 

EXPENDITUKE  t, 41b, 353 

TOTAL  ^,*»lb,353 
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CONSOLIDATED  BUDGET  FIiC«L  YEm*  197K-1979 


FUND  AKtO.  7 

SPECIa*.   REVENUt    FUND    GROUP    -   CONTINUED 

02    223      SAN   FRANCISCO    ZOO    FUND 
REVENUE    APPROPRIATIONS 

CURRENT   REVENUE  4l>0,000 

BUDGET    COMMITTMENT    FROM    FUND    BALANCE  571,000 

TOTAL  1,051,000 

EXPENDITURE    APPRECIATIONS 

EXPENDITURE  i.t.6,ie-t 

REVENUE    TRANSFERS  7c4,fclt> 

TOTAL  l.Oal.OOO 

02   22*      YACHT   HARBOR    EXPANSION    FUND 
REVENUE    APPROPRIATIONS 

CURRENT    REVENUE  459, 9o5 

BUUGET    REVENUE    RETAINED  <.1,705- 

UNAPPROPRIATcD    REVENUES  71,2S4- 

TOTAL  3o6,97fe 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  3e>6,97o 

TOTAL  366,976 

02  228   GOLF  FuND 

REVENUE  APPROPRIATIONS 

CURRENT  REVENUE  400,000 

TOTAL  400,000 

EXPENDITURE  APPROPRIATIONS 

REVENUE  TKANSFEKS  400,000 

TOTAL  40COOO 


02  229   CONCESSION  FU>iD 
REVENUE  APPROPRIATIONS 

CURRENT  REVENUE  1,773,300 

UNAPPROPRIATED  cEVENUES  7e8,037- 

TOTAL  1,005,263 
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CONSOLIDATED    BUDGET 


FISCAL    YEAR    1976-1979 


FUND 


AMCUNT 


SPECIAL  REVENUE  FUND  GROUP  -  CONTINUED 

02  229   CONCESSION  FUND  -  CONTINUED 

EXPENDITURE  APPROPRIATIONS 
REVENUE  TRANSFERS 
TOTAL 


1,005.263 
1.005,263 


02    291    WELFARE   ASSISTANCE    C    ADMINISTRATION    FUND 
REVENUE    APPROPRIATIONS 
CURRENT   REVENUE 
TOTAL 

EXPENDITURE    APPROPRIATIONS 
REVENUE    TRANSFERS 
TOTAL 


107,146,293 
107,146,293 


107,146,293 
107,146,293 


02    301      YERBA    BUENA    CENTER    FUND 
REVENUE    APPROPRIATIONS 
REVENUE    TRANSFER    IN 
UNAPPROPRIATED    REVENUES 

EXPENDITURE    APPROPRIATIONS 


8,800,000 
8,800,000- 


02  403  ADMISSION  FUND 
REVENUE  APPROPRIATIONS 
CURRENT  REVENUE 
UNAPPROPRIATED  REVENUES 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
REVENUE  TRANSFERS 
TOTAL 


328,006 

138,656- 

ie9,350 


69,350 

12U.00C 
lt9,350 
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CONSOLIDATED    BUDGET 


FISCAL    YEAn     197£<-1979 


FUND 


AM31T.T 


special  revenue  fund  »roup  -  continued 

02  412  stkeet  artist  program  fund 

revenue  appropriations 
current  revenue 

TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


15,709 

15,709 


15,709 
15,709 


DEBT  SERVICE  FUND 


07  001   BOND  INTEREST  6  REDEMPTION 
REVENUE  APPROPRIATIONS 
CURRENT  INCOME 
BUDGET  REVENUE  KETAINED 
UNAPPROPRIATED  REVENUES 
AD  VALOREM  TAXES 
TOTAL 

EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


1,7C4,776 

296,488- 
205,037- 
2a, £27, 705 
27,028,956 


27,028,956 
27,02e,956 


INTRAGOVSRN^E"- TAL    SERVICE    FUND    GROUk 


08    101       LIGHT    HEAT    U    POWER    FUND 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
TOTAL 

EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
TOTAL 


4,405,086 
4,405,0efc 


t, 405, 086 
*, 4G* ,036 


PAOL       is 


CONSOLIDATED  BUDGET 


FISCAL  YEA*  1976-1V79 


FUND 


AMUUNT 


08    980      PUBLIC    WORKS    -  ADMINISTRATIVE    OVERHEAD    t-uNU 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
TOTAL 


502,036 
502,038 


EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
TOTAL 


502,038 
502,038 


AIRPORT    FUND   GROUP 


30    001       AIRPORT  OPERATING    FUND 


REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
UNAPPROPRIATED    REVENUES 
BUDGET    COMMITTMENT    FROM    FUND    BALANCE 
TOTAL 


57,303,813 
6,977,262- 
1,000,000 

51,32t>,5  31 


EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
REVENUE    TRANSFERS 
TOTAL 


45,120,281 

6,206,250 

51,326,531 


30    002      SPECIAL    AVIATION    FUND 
REVENUE    APPROPRIATIONS 
CURRENT    REVENUE 
REVENUE    TRANSFER    IN 
TOTAL 


5,000 

5,000 

10,000 


EXPENDITURE    APPROPRIATIONS 
EXPENDITURE 
TOTAL 


i0,000 
10,000 
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CONSOLIDATED    BUDGET  FISCAL    YEA.s    iv76-19  79 


FUND  AMOUNT 

AIRPORT  FUND  bROUP  -  CONTINUED 

30  500   AIRPORT  PROGRAMMATIC  PROJECTS  FUND 

REVENUE  APPROPRIATIONS 

REVERE    TRANSFER    IK  673,000 

TOTAL  6  73,000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  673,000 

TOTAL  673,000 

30   600      AlRPOPT    FACILITIES   MAINTENAf.CE    FUND 
REVENUE    APPROPRIATIONS 

REVENUE    TRANSFER    IN  673,250 

TOTAL  673,250 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  673,230 

T«TTAL  673,250 


30  700   AIRPCKT  CAPITAL  PROJECTS  FUKD 
REVENUE  APPROPRIATIONS 

REVENUE  THANSFER  IN  *, 655, 000 

TOTAL  *, 655, 000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  4,o55,000 

TOTAL  <.,6i5,000 


MUNICIPAL  RAILWAY  FUND  GROUP 

31  001   MUNICIPAL  RAILWAY  OPERATING  FUND 
REVENUE  APPROPRIATIONS 

CURRENT   REVEWUE  ti5,c32,04y 

QUDGcT    COWMITTMEM    FROM    FUND    BAlAKCc  2, 000, OCO 

TCTAl  67, 632, 04V 


pAc-t     3: 


C-iNSbLiDATED    SUOutT  FISCAL    YEAR    19  76-1979 


FU»D  AMUUM 

MUNICIPAL    RAILWAY    FUI.D    GROUP    -    CO'iTI  <utD 

31    001       MUNICIPAL    RAILWAY   OPERATING    FUND    -   CJNFINUED 

EXPE'-'DITUkE    APPROPRIATIONS 

EXPENDITUkE  80,953,235           Wr9t6rW 

REVENUE    TRANSFERS  6,878.8*4              ^rfr^S-r^d©- 

TOTAL  67,632,049 

31    500      MUNICIPAL    RAILWAY    PROGRAMMATIC    PROJECTS    FUND 
.REVENUE    APPROPRIATIONS 

REVENUE    TRANSFER    IN  600,300 

■OTAL  600,300 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  600,300 


~.TAL 


600,300 


31  600   MUNICIPAL  RAILWAY  FACILITIES  MAINTENANCE  PROJECTS 
REVENUE  APPRCPRIATICNS 

REVENUE  TRANSFER  IN  5,665,900 

TOTAL  5,665,900 

cXPENDITUisE  APPKOP.-IATIONS 

EXPENDITURE  5,635,900 

TOTAL  5,6o5,900 

31  TOO   MUNICIPAL  RAILWAY  CAPITAL  PRUJtCTS  FUND 
REVENUE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  579,400 

TUTAL  579,400 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  579,400 

TOTAL  5  79,400 
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CONSOLIDATED    BUDGET  FISCAL  YEAR    1978-1979 


FUND  AMOUNT 

MATER    FUND    GROUP 


32   001      MATER    OPERATING   FUND 
REVENUE    APPROPRIATIONS 

CURRENT   REVENUE  39,207,000 

UNAPPROPRIATED    REVENUES  5,115,646- 

BUDGET   COMMITTMENT  FROM    FUND   BALANCE  2,700,000 

TOTAL  36,791,354 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  18,947.972             24*-»»»r3-fc4 

REVENUE    TRANSFERS  17,843,382              *■*,»»>, flftO 

TOTAL  36,791,354 


32    600      MATER   FACILITIES    MAINTENANCE    PROJECTS 
REVENUE    APPROPRIATIONS 

REVENUE    TRANSFER    IN  3,401,000 

TOTAL  3,401,000 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  3,401,000 

TOTAL  3,401,000 

32   700      MATER    CAPITAL    PROJECTS    FUND 
REVENUE    APPROPRIATIONS 

REVENUE    TRANSFER    IN  1,910,000 

TOTAL  1,910,000 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  1,910,000 

TOTAL  1,910,000 


HETCH    METCHY    FUND    GROUP 

33   001      HETCH   HETCHY   OPERATING   FUND 
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CONSOLIDATED  BUDGET  FISCAL  YEAk.  197c-1979 


FUND  AMlUNT 

HETCH  HETCmY  FUIvD  GRCUP  -  CONTINUEC 

33  001   HETCH  HETCHr  OPERATING  FUND  -  CONTINUED 

REVENUE  APPROPRIATIONS 

CURRENT  REVENUE  24,7*1,000 

REVENUE  TRANSFER  IK  7,15C,000 

UNAPPROPRIATED  REVENUES  692,390- 

TOTAL  31,198,610 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  17,033,349         29-r-7-3aTolQ- 

REVENUE  TRANSFERS  14,165,261         -1 , <, 66 , GOO- 

fOTAL  31,196,610 

33  500   HETCH  HETCHY  PROGRAMMATIC  PROJECTS  FUrfD 
REVENJE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  700,000 

TOTAL  700,000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  700,000 

TOTAL  700,000 

33  600   HETCH  HETCHY  FACILITIES  MAINTENANCE  FUND 
REVENUE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  766,000 

TOTAL  766,000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  766,000 

TOTAL  766,000 

SAN  FRANCISCO  HARBCR  FUND  GROUP 

34  001   SAN  FRANCISCO  HARBOR  OPERATUG  FUND 
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CONSOLIDATED    BUDGET 


FISCAL    YEAR    1978-1979 


FUND 


AMOUNT 


HETCH  HETCHY  FUND  GROUP 


33  001   HETCH  HETCHY  OPERATING  FUND 


REVENUE  APPROPRIATIONS 
CURRENT  REVENUE 
REVENUE  TRANSFER  IN 
UNAPPROPRIATED  REVENUES 
TOTAL 


24,741,000 
7,150,000 
692,390- 
31,198,610 


EXPENDITURE  APPROPRIATIONS 
EXPEND ITUKb 
REVENUE  TRANSFERS 
TOTAL 


29,73i,6l0 

1,466,000 

31,198,610 


33  500   HETCH  HETCHY  PROGRAMMATIC  PROJECTS  FUND 
REVENUE  APPROPRIATIONS 
REVENUE  TRANSFER  IN 
TOTAL 


700,000 
700,000 


EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 

/ 

33  600   HETCH  HETCHY  FACILITIES  MAINTENANCE  FUND 
REVENUE  APPROPRIATIONS 
REVENUE  TRANSFER  IN 
TOTAL 


700,000 
700,000 


766,000 
766,000 


EXPENDITURE  APPROPRIATIONS 
EXPENDITURE 
TOTAL 


7t>6,000 
766,000 
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CONSOLIDATED    BUDGiT  FISCAL    YEAH    1978-1979 


FUND  AMOUNT 

SAN  FRANCISCO  HARBOR  FUND  GROUP 

34  001   SAN  FKANCISCO  HARBOR  OPERATING  FUND 

REVENUE  APPROPRIATIONS 

CURRENT  REVENUE  17,3^.0,000 

UNAPPROPRIATED    REVENUES  60i,ll6- 

BUDGET    COMMITTMENT    FROM  FUND    BALANCE        *                                                68,697 

TOTAL  16,316,561 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  16,5^1,581 

REVENUE    TRANSFERS  295,000 

TCTAL  16,816,581 

34   600      SAN    FrtAPCISCO    HARBOR    FACILITIES    MAIi\  ffc'NA  *CE    PRUJiCTS 
REVENUE    APPROPRIATIONS 

REVsNUE    TRANSFER    IN  195,000 

TOTAL  195,000 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  195,000 

TOTAL  195,000 

34  700   SAN  FkA^CISCO  HARBOR  CAPITAL  PROJECTS 
RFVENUE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  100,000 

TOTAL  100,000 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  100,000 

TOTAL  100,000 
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CONSOLIDATED  BUDGET  FISCAL  YEAK  1970-1979 


FUND  AMCUNT 

WASTEWATER  PROGRAM  FUND  GROUP 

35  OOl   WASTEWATER  MANAGEMENT  OPERATING  FUND 

REVENUE  APPROPRIATIONS 

CURRENT   REVENUE  22,5V7,3h7 

UNAPPROPRIATED    REVENUES  1,5*1,269- 

TOTAL  21.006,058 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  18,625,125 

REVENUE  TRANSFER  2,360,933 

TOTAL  21,006,058 

35  500   WASTEwATfcR  PROGRAMMATIC  PROJECTS  FUND 
REVENUE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  1,752,240 

TOTAL  1,752, 2*0 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  1,752,240 

TOTAL  1.7^2,240 

35  600   WASTEWATER  FACILITIES  MAINTENANCE  FUND 
REVENUE  APPROPRIATIONS 

REVENUE  TRANSFER  IN  625,360 

TOTAL  625,360 

EXPENDITURE  APPROPRIATIONS 

EXPENDITURE  6*5,360 

TOTAL  625,360 


35  700   WASTEWATER  CAPITAL  PROJECTS  FuND 
REVENUE  APPROPRIATIONS 

REVENUE  TRAfcSFE*  IN  j,333 

TOTAL  3,333 
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CONSOLIDATED  BUDGET  FISCAL  YEA.-J  1978-1979 

FUND  ArtCUKT 

WASTEWATER  PKOGHAM  FUND  GROUP  -  CONTINUED 

35    700      WASTEWATER    CAPITAL    PROJECTS    FUND    -  CjN'TI.SUED 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  3,333 

TUTAL  .  3,333 


TOTAL    CITY    «.   CCUNTY    OTHER  THAN   SCHOOL   FUNDS 
REVENUE    APPROPRIATIONS 

CURRENT   REVENUE  755,697,529 

REVENUE    TRANSFER    IN  196, 06*, 767 

BUDGET    REVENUE    RETAINED  21,3*1,7*6- 

UNAPPROPRIATED    REVENUES  35,898,561- 

BUDGET    COHMITTMENT    FRUM    FUND    BALANCE  15, -+36, 663 

AD    VALOREM    TAXES  138,264,672 

TOTAL  1,049,923,524 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  851 ,  856,  757 

REVENUE    Ti»ANSFEt<S  198 ,0gh,767 

TOTAL  1,049,923,524 
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CONSOLIDATE!:    BUCGET  FISCAL   VEAK    1978-1979 


FUND  AMOUNT 

1 

WASTEWATER    PROGRAM    FUND    GROUP  -  CONTINUED 

35    700      WASTEWATER    CAPITAL    PROJECTS    FUND   -  CONTINUED 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  3,333 

TOTAL  3,333 

TOTAL  CITV    L    COUNTY    OTHER   THAN    SCHOOL   FUNDS 
REVENUE    APPROPRIATIONS 

CURRENT   REVENUE  691,964,499                      766  ,  8*7,  6£-9 

REVENUE    TRANSFER    IN  261,997,797                      49a,0fc*,747 

BUDGET   REVEMJt    RETAINED  21,841,746- 

UNAPPKOPRIATEO    REVENUES  35,698,561- 

BUDGET  COMMITTMENT  FROM  FUND   BALANCE                                            15,436,663 

AO   VALOREM   TAXES  138,264,872 

TOT*1-  l.CW-9,923,52* 

EXPENDITURE    APPROPRIATIONS 

EXPENDITURE  787,925,727  .0*l,flSe,7S7 

REVENUE   TRANSFERS  261,997,797  M8|0fc*,7fc7. 

TuTA»-  1,04-9,923,52* 
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REVENUE    APPROPRIATIONS  FISCAL    YEAk    1970-1979 

NUMBER  DESCRIPTION  ArtJU^T 

01    001      GENERAL    FUND 


50      GENERAL   PROPERTY   TAXES 

505       PENALTIES    £    COSTS    ON   DELINQUENT    TAXES 
5050  PENALTIES    £    COSTS  740,000 

TOTAL  GENERAL  PROPERTY  TAXES  740,000 


51   OTHER  LOCAL  TAXES 

510  FRANCHISE  TAXES 

5101  PACIFIC   i,AS    £    ELECTRIC   CO.    -  ELECTRIC  500,000 

5102  PACIFIC    GAS    £    ELECTR1C   CO.    -  GAS  700,000 

5103  TELEVISION    SIGNAL    CORPORATION  200,000 
5105  STEAM    FRANCHISE    TAX                                                                                        5,000 

TOTAL  1,^05,000 

512  BUSINESS  LICENSE  TAX 

5121  BUSINESS  LICENSE  TAX                              3,4u0,000 

513  REAL  PROPERTY  TRANSFER  TAX 

5131  REAL  PROPERTY  TRANSFER  TAX                        7,700,000 

515  PARKING    TAX 

5151  PARKING  TAX                                        4,500,000 

516  UTILITY  USERS  TAX 

5161  UTILITY  USERS  TAX                                16,600,000 

518  PURCHASE  £  USE  TAX 

5181  PURCHASE  £  USE  TAX                               40,000,000 

519  EMPLOYERS  PAYROLL  TAX 

5191  EMPLOYERS   PAYROLL    TAX                                                                  37,000,000 

TOTAL    OTHER    LOCAL    TAXES  llC,60i>,0G0 


PAOE 


REVENUE  APPK0PMAT1ONS  FISCAL  YEAR  1976-1979 

NUMBER       DESCRIPTION  AMOUNT 

01  001   GENERAL  FUND  -  CONTINUED 

52  LICENSES 

521  LICENSES   FOR   STREET  USE 

5211  VEHICLE    LICENSES   -    PUBLIC    PASSENGE-t  60,000 

5212  OTHER  VEHICLE  LICENSES  3,000 
5214  SIDEWALK.  FLOWER  MARKETS  4,300 
5216                 NEIGHBORHOOD    PARKING    PERMITS  40,000 

TOTAL  107,300 

522  HEALTH    BUSINESS    LICENSES 

5221  FOOD    L    BEVERAGES    FOR    HUMAN   CONSUMPTION  150,000 

5222  PUBLIC    EATING    PLACES  410,000 

TOTAL  560,000 

523  OTHER  BUSINESS  LICENSES 

5231  SUNDRY  BUSINESS  LICENSES  775,000 

5232  TAXICAB  PERMIT  £  TRANSFER  FEES  40,000 

total  e 15, ooo 

524  PR0FESSI0.\AL  6  OCCUPATIONAL  LICENSES 

5244       DRIVERS  t  AGEhTS  BADGES  &  TAGS  21,000 

TOTAL  21,000 

525  NON-BUSINESS    LICENSES 

5251                 MARRIAGE    LICENSES  31,500 

TOTAL  31,500 

TUIAL   LICENSES  l,5i4,8C0 

53  FINES,  FORFEITS  C  PENALTIES 

530   FINES  -  COUhTS 

5301  COURT    FINES  79,500 

5302  TRAFFIC  FINES  85,000 
5304                 COOHT    FINES    -   MUM  260,000 

TOTAL  424,300 
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REVfcNUfc  APPROPRIATIONS  FISCAL  YeAK  1978-1979 

NUMBER       DESCRIPTION  AMOUNT 

01  001   GENERAL  FUND  -   CONTINUED 

53  FINESt  FORFtlTS  6  PENALTIES  -  CONTINUED 

531  FINES  -  NON-COURT 

5311  DISCIPLINARY  FINES  500 

5312  CONSUMER    PROTECTION   FINES  98,000 

TOTAL  98,500 

532  PENALTIES  i.  FORFEITS  -  OTHER  ThAN  COURT 

5321  PENALTIES  25,000 

5322  FORFEITS  70,000 

TOTAL  95,000 

533  COURT  COSTS 

5331       PROBATION  COSTS  100 

TOTAL   FINES,    FORFEITS   £    PENALTIES  618,100 

54  REVENUE  FROM  USE  OF  MONEY  OR  PROPERTY 

540  INTEREST  REVENUE 

5401       INTEREST  EARNED  13,^00,000 

541  RENT  OF  ROOMS  OR  SPACE 

5411  RENT    OF    ROOMS    OR    SPACE    -   GENERAL    CITY  553,000 

TOTAL    REVENUE    FROM    USE    OF    MONEY    OR    PROPERTY  13,953,000 

56      REVENUE    FROM  OTHER    AGENCIES 

562  STATE    HIGHWAY    LAND   RENTALS 

5621  STATE    HIGHWAY    LAND    RENTALS  22,700 

563  IN  LIEU  OF  TAX  PAYMENTS 

5631  HOUSING    AUTHORITY  220,000 

5632  REDEVELOPMENT  AGENCY  11,^00 

TOTAL  REVENUE  FROM  OTHER  AGENCIES  154, ICO 
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REVENUE  APPROPRIATIONS 


FISCAL  YE**  1978-1979 


NUMBER 


DESCRIPTION 


AMCUN'I 


01  001   GENERAL  FUND  -  CONTINUED 
60   STATE  6  FEDERAL  SUBVENTIONS 

600  PROPERTY  Tax  RELIEF  REIMBURSEMENT 

6001  HOMEOWNERS  PROPERTY  TAX 

6002  BUSINESS  INVENTORY  PROPERTY  TAX 

6003  MCVIE  FILM  TAX  REPLACEMENT 

TOTAL 

605  MOTOR  VEHICLE  IN  LIEU  APPORTIONMENTS 

6051  MOTOR  VEHICLE  IN  LIEU  -  COUNTY 

6052  MOTOR  VEHICLE  IN  LIEU  -  CITY 

6053  HIGHWAY  CARRIER  BUSINESS  £  LICENSE  TAX 

TOTAL 

606  CIGARETTE  TAX 
6061       CIGARETTE  TAX 

TOTAL 

607  MENTAL  HEALTH  SUBVENTIONS 

6071  MENTAL  HEALTH  CENTER  -  FEDERAL  AID 

6072  MENTAL  HEALTH  CENTER  -  FEDERAL  II  AID 

6073  HUGHES  GRANT  -  FEDERAL 

607*  COMMUNITY  MENTAL  HEALTH  SEkVICE 

6075  STATE  ALCOHOL  FUNDS 

6076  STATE  AUGMENTATION  FUNDS 

6077  COMMUNITY  MENTAL  HEALTH  SERVICE  II 

TOTAL 

610  ALCOHOLIC  BEVERAGE  SUBSIDY 
6101       ALCOHOLIC  BEVERAGE  SUBSIDY 

TCTAL 

611  GAS  TAXES 

6116       UNCLAIMED  GAS  TAX  -  AGRICULTURAL 
TOTAL 

615   TRAILER  COACH  LICENSE  FEES 
6151       TRAILER  COACH  LICENSE  FEES 
TOTAL 


4,3*5,085 

4,997,762 

34,459 

9,377,326 


6,910,000 

8,7b0,000 

70,000 

15,760,000 


3,000,000 
3,000,000 


87;:, 000 

728,000 

200,000 

15,700,000 

1,200,000 

l,<tOO,000 

2,000,000 

22,lul,000 


1,000,000 
1,000,000 


iO,025 
30,023 


21,000 
21,000 
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REVENUE  APPROPRIATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01  001   GENERAL  FUND  -  CONTINUED 

60   STATE  t  FEDERAL  SUBVENTIONS  -  CONTINUED 

620   STATE  6  FEDERAL  AID 

6201       JUVENILE  COURT  -  STATE  AID  90.00C 

6204       EMERGENCY  SERVICES  83,563 

6206       ADOPTION  PROGRAM  -  ADMINISTRATION  454,329 

6208  CRIPPLED  CHILORENS  PROGRAM  634,498 

6209  SUPPORT  ENFORCEMENT  INCENTIVE  338,317 

6211  CONSERVATORSHIP  C  GUARDIANSHIP  239,613 

6212  FEDERAL  MILK  t  FOOD  PROGAM  100,000 
621*  STATE  SURPLUS  REVENUE  DISTRIBUTIOK  55,177,489 
6299       MISC  STATE  SUBVENTION  192,000 

TOTAL  57,309,809 

630   SOCIAL  SERVICES  SUBVENTIONS 

6305  REFUGEES  L    REPATRIATES  -  FEDERAL  AID  165,750 

6306  REFUGEES  t.    REPATRIATES  -  FED.  ADMIN.  ASSISTANC  25,585 

6307  AID  FOR  ADOPTION  OF  CHILDREN  308,535 
6329  INSPECTION  CF  HOMES  FOR  AGED  t  CHILD.  STATE  73,839 
6335  ADULT  ASSISTANCE  -  STATE  AID  130,000 
6338  ADULT  ASSISTANCE  -  STATE  ADMIN.  ASSIST.  165,19!3 
63*7  FOOD  STAMP  PROGRAM  -  STATE  AID  1,017,920 
6350       WORK  INCENTIVE  PGM.  -  STATE  AID  16,875 

6353  CHILD  WELFARE  37,065 

6354  INOO-CHINESE  REFUGEE  AST.  FEDERAL  AID  607,300 

6355  INDO-CHINESE  REFUGEE  ASST.  FED.  ADMIN.  ASSIST.  169,066 
6357       OUT-UF-HOME  CARE  9,701 

6361  FOOD  STAMP  PROGRAM  -  ADDL.  STATE  ADMIN.  1,361,464 

6362  CHILD  SUPPORT  ENFORCEMENT  -  ADDL.  STATE 

ADMIN.  -  SOCIAL  SERVICES  92,618 
6366       CHILD  SUPPORT  ENFORCEMENT  -  ADDL.  STATE 

ADMIN.  -  DISTRICT  ATTORNEY  576,000 

TOTAL  4,956,9  16 


655   REIMBURSEMENT  FOR  INDIRECT  COSTS 
6551       REIMBURSEMENT  FOR  INDIRECT  GRANT  COST 
TOTAL 


6,500,000 
6,500,000 


TOTAL  STATE  £  FEDERAL  SUBVENTIONS 


120,056.076 


PA&t   *fc 


REVENUE  APPROPRIATIONS 


FISCAL    YEAK    197(3-1979 


NUMBER 


OtSCKlPTlPN 


AMOUNT 


01    001  GENERAL    FUiiD    -   CONTINUED 

70  Charges  for  current  services 

701  general  government  services 

7001  court  fees 

7006  court  reporters*  fees 

7015  recording  fees 

7018  public  defender  fees 

7020  public  administrator  fees 

702*  permit  appeals  -  filing  fees 

7025  sheriff's  fees 

7036  registrar  -  county  candidate  filing  feea 

7040  payroll  deduction  fees  -  controlled 

7041  local  transportation  -  admimstrat10\ 
7044  mobile  caterer  fees 

7047  inheritance  tax  commissions 

7053  commission  rents 

7061  sale  of  documents 

7075  survey  fees  -  public  works 

7076  advertising  fees  -  public  works 
7081  city  planning  commission  fees 
7096  jury  services  -  city  employees 

7099  other  general  government  service  charges 

TUTAL 


870,000 

430.000 

440,000 

5,000 

375,000 

4,400 

240,000 

1,000 

38,000 

30,000 

5,000 

80,000 

3, £00 

70 

3,000 

400 

45,000 

20,825 

286,213 

<:,677,113 


710   PU8LJ.C  SAFETY  SERVICE  CHARGES 

7101  ADVERTISING  DISTRIBUTOR 

7102  AUCTIONEER 

7103  AUTO   WRECKER 

7104  CLUSIN&-OUT    SALE 

7105  CAR    PARK    SOLICITOR 

7106  PHOTOGRAPH    STUDIOS    AND    MODELS 

7107  CABARET 

7108  MASSAGE  ESTABLISHMENT 

7109  THEATER  PERMIT 

7110  MOBILE  CATERER 

7114  JUNK  DEALEP 

7115  PAWt  BROKfcR 

7116  PUBLIC    PASSENGER    MOTOR    VEHICLE 
7120  SECOND-HAND    DEALER    -  GENERAL 
7148  MINOR    DAMAGES    -   POLICE 

7150  ACCIDENT  REPORT  COPY 

7166  POSTING  FEE 

7167  ORIGINAL  FILING  FEE 

7192  ROOF  AND  DAMAGE  COVER  RtNTAL 


50 

50 

50 

7,500 

50 

100 

2,500 

11,000 

500 

200 

50 

50 

20,000 

2,000 

55,000 

^6,000 

2, ICC 

13,000 

6,700 
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revenue  appropriations  fiscal  yfcar  1978-1 979 

number  description  amount 

01  001  general  fund  -  continued 

70    charges  for  current  services  -  continued 

710  public  safety  service  charges  -  continued 

7202  electrical  installation,  1nspectiq  300,000 

7203  sign  installation,  inspection  and  3,400 
7205  house  moving  -  electrical  work  35 
7216  miscellaneous  service  charges  65,200 
7218  electrical  sales  inspection  fee  30,000 

7222  boiler  permit  12,000 

7223  building  permit  750,000 

7224  posting  notices  1,200 

7226  building  plan  checking  350,000 

7227  curb  reconstruction  charges  3,000 

7228  chimney  ok  flue  inspection  t  pekmi  7,000 

7232  residential  inspection  report  1,200 

7233  house  moving  200 

7234  residential  record  report  i 3r  repo  85,000 

7235  street  and  house  numbers  4,000 

7236  blasting  application  60 

7237  street  space  250,000 
7239  miscellaneous  service  charges  -  dp  5,000 
7241  debris  boxes  14,000 
7244  sidewalk.  permit  for  telephone  bout  60,000 
7246  plumbing  fixtures  inspection  250,000 

7281  agricultural  inspection  fees  4,650 

7282  egg  quality  inspection  fees  8,800 

7283  agricultural  commissioner's  salary  6,600 

7284  farmers  market  fess  65,000 

7290  coroners'  fees  9,000 

7291  public  pound  fees  77,000 
7299  other  public  safety  service  charges  6,000 

TOTAL  2,605,245 

750  HEALTH  CONSERVATION  SERVICE  CHARGES 

7501  MILK  PLANT  FEES  175,000 

7504  LAUNDRY  OPENINGS  700 

7509  BIRTH  CERTIFICATE  FEE  112,500 

7510  DEATH  CERTIFICATE  FEE  125,000 

7511  REMOVAL  PERMIT  FEE  10,000 

7512  CRIPPLED  CHILDREN  -  CARE  L    TKEATME  10,000 

7513  DENTAL  FEES  25,000 

7514  DtNTI-CAL  20,000 

7515  Chemical  laboratory  fees  *5,ooo 

7516  ChIlD  HEALTH  DISABILITY  PREVENTION  40,000 

7517  MICROBIOLOGY  LABORATORY  FEES  50,000 
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RtVENJE    APPROPRIATIONS 


FISCAL    YEak.    197G-1979 


NUMBEK 


DESCRIPTICN 


AMOUNT 


01  001   GENERAL  FUM)  -  CONTINUED 

70   CHARGES  FOR  CURRENT  SERVICES  -  CONTINUED 

750   HEALTH  CONSERVATION  SERVICE  CHARGES  -  CONTINUED 
7516       BUREAU  OF  ALCOHOLISM  EMPLUYEE  REFE 
7590       MISCELLANEOUS  REVENUES 
TOTAL 

760  HOSPITAL  SERVICE  CHARGES 

7601  PATIENT  PAYMENTS 

7602  MEOI-CAL 

7603  MEOI-CARE 

7604  GROUP  II  LIABILITY 

7607  MEDICAL  PHARMACY 

7608  MEAL  TICKETS 

7609  COMPENSATION  CASES 

7610  PSYCHIATRIC  CARE 

7699       MISCELLANEOUS  REVENUES 
TOTAL 

770   WELFARE  SERVICE  CHARGES 
7704       SALE  CF  MEALS 

7720       ADOPTION  PROGRAM  CHARGES  Tu  PARENT 
7731       MAINTENANCE  OF  MINORS 
TOTAL 

7&0  CORRtCTION  SERVICE  CHARGES 

7801  BOAhDING  U.S.  PRISONERS 

7802  BOAhD  f.    ROOM  -  WORKING  PRISONERS 
7805       TRANSPORTATION  CF  PRISONERS 
7899       MISCELLANEOUS  REVENUES 

TOTAL 

800  LIBRARY  SERVICE  CHARGES 

8001  BOOKS  PAID 

8002  FINES 

8003  RESERVE  POSTALS  SOLD 
8099       MISCELLANEOUS  REVENUE 

TOTAL 


2,200 

75,000 

670,400 

7,128,38b 
29,929,076 

7,4-02,000 

i, ots, ioo 

35,000 

250,000 

5,000 

200,000 

30,000 

46,088,162 


4,200 

6,000 
51,000 

61,200 


200,000 

65,000 

2,000 

100 

2a7,ioo 


10,000 

50,000 

4,500 

.27,300 

91,600 


PAGE   f9 


REVENUE  APPROPRIATIONS  FISCAL  YtAk  1*78-1979 

NUMBER       DESCRIPTION  AMUur.T 

01  001   GENERAL  FUND  -  CONTINUED 

70   CHARGES  FOR  CURRENT  SERVICES  -  CONT1NUEO 

810   CULTURAL  -  SCIENTIFIC  SERVICE  CHARGES 

8108  OPERA  HOUSE  RENT  200,000 

8109  OPERA  HOUSE  CONCESSIONS  55,000 
8199       MUSEUM  MISCELLANEOUS  SERVICE  CHaRG  3,840 

TOTAL  258,840 

820   RECREATION  SERVICE  CHARGES 

8235       STCKYLAND  CONCESSIONS  GENERAL  8,000 

8258       MISCELLANEOUS  CONCESSION  110,000 

826T       FLEISCHHaCKER  ZOO  CAFE  CONCESSION  39,000 

8283       YACHT  HARBOR  RENTALS  23,700 

8299       OTHER  RECREATION  SERVICE  CHARGES  532,000 

TOTAL  712,700 

899   MISCELLANEOUS  SERVICE  CHARGES  NOT  OTHERWISE  CLASSlFItb 

8999       MISCELLANEOUS  SERVICES  1,200 

TOTAL  1,200 

TOTAL  CHARGES  FOR  CURRENT  SERVICES  53, 653,760 

98  REVENUE  FROM  OTHER  FUNDS 

FROM  WATbR  OPERATING  FUND  TO  UNALLOCATED  5,372,672 

FROM  HE.TCH  HETCHY  FUND  TO  UNALLOCATED  6,067,000 

FROM  MUM  RAILWAY  FUND  TO  CAO  13,214 

FROM  WATER  OPERATING  FUND  TO  CAO  9,710 

FROM  HETCH  HETCHY  OPERATING  FUND  TO  CAO  7,930 

TOTAL  11,470,526 

99  REVENUE  TRANSFEKS  IN 

FROM   HOTEL    ROOM   TAX    FUND    TO   CAO  20,9b5 

FROM    SOCIAL    SERVICES    TO    BLDG    REPAIR  69,000 

FROM    LAGUNA    HONDA    TO    BLDG.    REPAIR  1*0,000 

FROM    HOTEL    ROOM   TAX    FUND  5,7^9,136 

FRUM    SPECIAL    ANIMAL   CONTROL    TO    PUBLIC    POUUD  2o0,0C0 

FROM    OFF    STREET    PARKING    FUND  1,500,000 
FROM    TRAFFIC    CONTROL    FUND    TO    MUNICIPAL    COURT           2,824,257 

FROM    TRAFFIC    CONTROL    FUND    TO    POLICE    DtPt  7,6i?d,9V6 

FROM    TRAFFIC    CONTROL    FUND    TC    ELtCTt-1 1C ITY  6<l8,0oU 

FROM    TRAFFIC    CONTROL    FUND    TO   TAX    C JLLf.CTJR  *«*3,476 

FRUM    TRAFFIC    CONTROL    FUND    TO    PUBLIC    WOHKS  la, 907 

FROM    REVENUE    SHARING    FUND    TO    FIRE    DEPT  7,300,000 

FKOM    REVENUE    SHARING    FUND    T0    POLICE    OEPT  5,700,000 

FROM    REVENUE    SHARING    FUND    TO    "EC    L    KAKK  4,150,000 
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REVENUE    APPKOPMATIONS  FISCAL    YEAR    1976-1979 

NUMBER                  DESCRIPTION  AMOUNT 

01    001      GENERAL    FUND    -   CONTINUED 

99      REVENUE    TRANSFERS    IN    -   CONTINUED 

F^UM    ZOO    FUND    TO   REC    £    PARK  784,816 

FROM    bOuF    COURSE    FUND    TO    KEC    6,    PA»K  4-00,000 

FROM    CONCESSION    FUND    TO   REC    t    PARK.  1, 005, 2&3 

FROM    WELFARE    ASST    6,    ADM    FUND    TO    DIST   ATTY  1,533,000 
FROM    WELFARE   ASST    £    ADM    FUND    TO    SCC    SERVICES       105,613,293 

FROM    ADMISSIONS    FUND  120,000 

TOTAL  145,734,197 

99   EUUlTY  TRANSFERS  IN 

FROM  AIPPGR7  OPERATING  FUND  2,000,000 

FROM  HETCH  HETCHY  OPERATING  FUND  6,624,331 

G.L,  491  BUDGET  REVENUE  RETAINED 

WAR  MEMORIAL  RESERVE  33,775- 

RESERVE  FOR  TAX  DELINQUENCY  1,200,000- 

RESERVE  FOK  SEWER  SERVICE  CHARGE  1,400,000- 

RESERVE  Ft*  HOUSING  AUTH0RI7Y  220,000- 

RESERVE  FOR  AD  VALOREM  TAXES  -  SECukEO  *GLL  1,124,375- 
RESERVE  FOR  AD  VALOREM  TAXES  -  UNSECURED  ROLL   14,704,342- 

RESERVE  FOR  HOMEOWNERS'  PROPERTY  TAA  1,021- 

RESERVE  FOR  BUSINESS  INVENTORY  TAX  2, £06,440- 

G.L.  490   UNAPPROPRIATED  REVENUE  6,945,5V,- 

G.L.  495   BUDGET  COMMITMENT  FROM  FUND  BALANCE  4,l*i,3a7 

G.L.    401      AD-VALOREM    TAXES  112,437,167 

TOTAL    GENERAL    FUND  553,361,947 
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REVENUE  APPROPRIATIONS  FISCAL  YtAH  197&-1979 

NUMBER       DESCRIPTION  AMOUNT 

01  500  GENERAL  FUND  PROGRAMMATIC  PROJECTS 

99  REVENUE  TRANSFERS  IN 

FROM  DISTRICT  ATTORNEY  31,000 

FROM  CONTROLLER  -  FINANCIAL  DIVISION  419,190 

FROM  SUPERIOR  COURT  120,969 

FROM  MUNICIPAL  COURT  289,958 

FROM  MAYOR  525,621 

FROM  ART  COMMISSION  310,516 

FROM  CIVIL  SERVICE  40,000 

FROM  POLICE  DEPARTMENT  287, 13* 

FROM  RECREATION  AND  PARK  364,613 

FROM  REAL  ESTATE  17,500 

FROM  PUBLIC  HEALTH  -  CENTRAL  OFFICt  444,093 

FROM  PUBLIC  WORKS  1,036,779 

TOTAL  3,887,373 

01    600    bENERAL    FUND    FACILITIES    MAINTENANCE 

99    REVENUE    TRANSFERS    IN 

FROM    SUPERIOR    COURT  1,750 

FROM   CITY    PLANNING  2,000 

FROM    FIRE    DEPARTMENT  20,300 

FROM    RECREATION    AND    PARK  175,600 

FPOM   WAR    MEMORIAL  70,000 

FROM    CALIFORNIA    ACADEMY    OF    SCIENCES  40,000 

FROM    FINE    ARTS    MUSEUMS    OF    SAN   FRANCISCO  70,000 

FROM    ASIAN   ART    MUSEUMS    OF    SAN   FRANCISCO  10,000 

FROM    ELECTRICITY  7,500 

FROM    DPH    -    SAN    FRANCISCO   GENERAL  HOSPITAL                         2o8,365 

FROM    PUBLIC    WORKS  854,919 

TOTAL  1,520,434 

01  700  bENERAL  FUND  CAPITAL  PROJECTS 

99  REVENUE  TRANSFERS  IN 

FROM  DISTRICT  ATTORNEY  t7,000 

FROM  SHERIFF  30,000 

FROM  JUVcaILE  COURT  2,000 

FROM  POLICE  DEPARTMENT  10,500 

F*OM  LIBRARY  5,900 

FROM  SOCIAL  SERVICES  550,000 

FRO*  PUbLIC  HEALTH  -  EMERGENCY  SE.",VICEi  35,000 
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REVENUE  APPROPRIATIONS  FISCAL  VEAR  1S7E-197* 

NUMBER       DESCRIPTlUN  ftMCUM 

01  700  GENERAL  FUND  CAPITAL  PROJECTS  -  COrvTlNUED 

99  REVENUE  TRANSFERS  IN  -  CONTINUED 

FROM  PUBLTC  HEALTH  -  LAGU,*A  HLNDA  HOSPITAL  456,300 

FROM  DPH  -  SAN  FRANCISCO  GENERAL  HKSkITaL  190,800 

FROM  PUBLIC  WORKS  142,000 

T3TAL  1,451,500 


02  001   HuTEL  ROOM  TAX  FUND 

51  OTHER  LOCAL  TAXES 

5171       HOTEL  ROOM  TAX  17,600,000 

TOTAL  17,b00,000 

02  002   SPECIAL  ANIMAL  CONTROL  £  WELFARE  FUND 

52  LICENSES 

5252  OOG    LICENSES  2&0.000 

TOTAL  280,000 

02    025    TRAFFIC    CONTROL    FUND 

53  FINES,    FORFEITS    AND    PENALTIES 

5301  TRAFFIC    FINES  It, 3<.i>,304 

70    CHARGES    FOR   CURRENT    SERVICES 

701    GENERAL    GOVERuMEilT    SERVICE    CHARGES 
7046  PArtKlNG    METER   COLLECTIONS  j, 000, 000 

G.L.    491       BUDGET    REVEWE    RETAINED 

RESERVE  F?R  JAPANESE  CENTER  GARAGE  ^6,600- 

TUTAL  17,2V8,704 
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REVENUE  APPROPRIATIONS  FISCAL  YEAR  1978-1979 

NUMBER       DESCRIPTION  AMLUNT 

02  071   OFF  STRtET  PARKING  FUND 

54   REVENUE  FROM  USE  OF  MONEY  OR  PROPERTY 

5411  RENT   UF    ROOMS    OR    SPACE  85,000 

99   REVENUE  TRANSFER  IN 

FROM  TRAFFIC  CONTROL  FUND  1,500,000 

G.L.  490   UNAPPROPRIATED  REVENUE  869,516- 

G.L.  495   BUDGET  COMMITMENT  FROM  FUND  BALANCE  1,100,000 

TOTAL  1,815,484 

02    081      REVENUE    SHARING    PROGRAM    FUND 

54      REVENUE    FROM    USE    OF    MONEY   OR    PROPERTY 

5401  INTEREST  150,000 

60      STATE    6    FEDERAL    SUBVENTIONS 

6213  REVENUE    SHARING    PROGRAM  22,200,000 

TOTAL  22,350,000 

02    091      SPECIAL    GAS    TAX    STREET    IMPROVEMENT    FUfcD 

54      REVENUE    FROM    USE    OF    MONEY   OR    PROPERTY 

5401  INTEREST   EARNED  1,307,200 

60      STATE    S,    FEDERAL    SUBVENTIONS 

6112  GAS    TAX    APPORTIONMENT    .725    CENT  3,267,000 

6113  GAS    TAX    APPORTIONMENT    1.04   CENT  i., 455, 000 

G.L.    490      UNAPPROPRIATED    REVENUE  1,116,637- 

G.L.    *95      BUDGET   COMMITTMENT    FROM    FUND    BALANCE  3,600,000 

TOTAL  9,712,563 
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REVENUE  APPROPRIATIONS  FISCAL  YEAR  1976-1979 

NUMBER       DESCRIPTION  AMOUNT 

02  092   RUAD  FUND 

54   REVENUE  FRO*  USE  OF  MONEY  OR  PROPERTY 

5401       INTEREST  EARNED  221,350 

60   STATE  Z.    FEDERAL  SUBVENTIONS 

6111       MOTOR  VEHICLE  FUEL  TAX  1.625  CENT  3,752,000 

6114       GAS  TAX  APPORTIONMENT  1.04  CEM  9,600 

70   SERVICE  CnARGtS  FOR  CURRENT  SERVICES 

7239                 MISCELLANEOUS    SERVICE    CHARGES  t8,000 

7302  STREET    REPAIRS    TO    STATE    HIGHWAY  25,000 

7303  MINOR    DAMAGES    TO   ROADS  30,000 

7304  DAMAGES   TO    TRAFFIC    SIGNALS  26,000 

99   REVENUE  TRAKSFEK  IN 

FROM    TRAFFIC    CONTROL    FUND  <mAOO,000 

G.L.  495   BUDGET  COMMITTMENT  FROM  FUND  bALANCE  32,279 

TuTAL  3,5^,229 

02  098  SIDE  SEWEK  INSTALLATION  FUND 

70  CHARGES  FOR  CURRENT  SERVICES 

7*0  SANITATION  SERVICE  CHARGE 
7402         SEWFR  SERVICE  CHARGES  30,000 

TOTAL  30,000 

02  221   OPEN  SPACE  ACQUISITION  £  PARK.  RENOVATION  FUND 
G.L.  495   BUGET  COMMITTMENT  FkOM  FUNO  BALANCE  i3,300 

TuTAL  23,300 


PAG£   55 


REVENUE   APPROPRIATIONS 


FISCAL    YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


02   222      CANDLESTICK    PARK   FUND 

SI      OTHER   TAXES 

5141  ADMISSIONS   TAX 

70     CHARGES    FOR  CURRENT   SERVICE 

8238  CANDLESTICK   PARK   CONCESSIONS 

8239  CANDLESTICK   PARK   RENTALS 

8240  CANDLESTICK    PARK   PARKING   CONCESSIONS 

99      REVENUE   TRANSFERS    IN 

FROM  HOTEL   ROOM  TAX   FUND 
G.L.    490      UNAPPROPRIATED   REVENUE 

TOTAL 


2 75 t 000 


231,000 

6t3,5  0C 
225,500 


1,096,460 
55,127- 

2,416,353 


02   223      SAN   FRANCISCO  200   FUND 

70      CHARGES    FOR   CURRENT  SERVICE 
8205  ADMISSION   FEES 

G.L.    495      BUDGET  COMMITTMENT   FROM   FUND   BALANCE 

TOTAL 


480,000 

571,000 

1,051,000 


02   224      YACHT   HARBOR   EXPANSION   FUND 

70      CHARGES    FOR  CURRENT   SERVICE 
8247  BERTHING    L    MOORING    FEES 

8284  YACHT   HARBOR   CONCESSION 

G.L.    405      BUDGET  REVENUE    RETAINED 
RESERVE    FOR   DEPRECIATION 

G.L.    490      UNAPPROPRIATED   REVENUE 

TOTAL 


447,665 
12,300 


21,705- 
71,284- 
366,976 
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REVENUE    APPROPhiATI'^NS  FISCAL    >=Art.     1978-1979 

NUMBER                 DESCRIPTION  AMi)Ui<»1 

2    228       GOLF    FilKD 

70    CHARGES    FOR    CUkREAT    SERVICES 
820    KtCREATIoN    SSkVTCE    CHARGES 

8224  k»0LF    FEES  362,320 

8225  GOLF    KLGlSTkATION    FEES  d,0»8 

8270  HARDING    PARK    CAFE    CONCESSION  to, 328 

8271  LINCOLN    HARK    CONCESSION  o56 

8273  SHARP    PARK    CAFE    CONCESSION  2,60b 

TOTAL  400,000 

2    229      CONCESSION    FUND 

70    CHARGES    FOR    CUsP.ENT    StRVICES 

820    RECREATION    SERVICE    CHARGES 

8212                 BALBOA    STADIUM    -   RENT  5,000 

8214                  KtZAR    PAVILION    -   RENT  to, 000 

8217                 KEZAR    STADIUM    -   RENT  to, 000 

8221                  CArtP    MATHER    FEES  220,000 

8231                 COIT    TOWER    FEES  95,000 

8236  CHILDFENS    UUARIERS,    RIDES    ETC.  15,000 

8237  TENNIS    FEES  20,000 

8241  SHAPP    PARK    RIFLE    KA1GE  27,000 

8242  TENNIS    CCORT  CONCESSIONS  lo,000 

8245  SWIMMING    FACILITIES  73,000 

8246  ST.    MARY'S    SUUARE    PARKING    CONCESSION  32,000 

8248  UNI    N    SQUARE    fc.A*AGE    PACKING    CONCESSION  900,000 

8249  FISHING  PERMITS  C200 
8251  RIDING  A>:0  S7ALLS  CONCESSIONS  IV, 000 
8256  S1CW  LAKE  BCATHOUSE  CONCESSlOiS  42,0CO 
825t>                 MiSCtLLAN?GUS    CONCESSIONS  25,000 

8259  LAKE    MERCED    SPORTS    CENTER    RENTAL  ^,200 

8260  LAKE    MERCED    CONCESSIONS  ^5,000 

8261  PhCTO  CcJ-.TEH  FEES  19,0C0 
8263  BtACh  CHALET  RE*TALS  600 
8269                 CHILDRESS    CENTERS    FOOD   CC\CESSlUi  1,000 

8274  KEZmK   CONCESSIONS  •    5,000 

8275  TEA  GARDEN  RENT  175,000 
8287  SUNCRV  r.tNTS  -  PARK  12.60C 
8299                 OTH£R    RLCRsATIUN    SERVICE    CHARGES  ,.1,700 

G.L.    490      UfvAPP«<OPKlATED    HEVENUE  76e,037- 

TOTAL  1,1/05,263 
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REVENUE  APPROPRIATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


02    291      WELFARE   ASSISTANCE   AND  ADMINISTRATION 


60      STATE    AND   FEDERAL   SUBVENTIONS 
630      SOCIAL    SERVICES   SUBVENTIONS 

6301  HOMEMAKER    SERVICES   -  STATE    AID 

6302  HOMEMAKER   SERVICES   -   FEDERAL    AID 

6303  HOMEMAKER    SERVICES    -  STATE    ADMIN. 

6304  HOMEMAKER    SERVICES  -   FEDERAL   -  ADM 

6309  MAINTENANCE    OF    MINORS    IN   FOSTER    HO 

6310  MAINT.    OF    MINORS    IN   FOSTER   HOMES   - 

6311  AFDC   -  STATE 

6312  AFDC    -   FEDERAL 

6313  AFDC    -   FEDERAL   AOMIN.    ASSIST. 

6314  AFDC   -  STATE   ADMIN.    ASSIST. 

6316  AFDC    -   STAFF   DEVELOPMENT    -   FED.    AS 

6318  CHILD    SUPPORT    ENFORCEMENT   -   STATE 

6319  CHILD    SUPPORT   ENFORCEMENT   -  FEDERA 

6324  AID   TO   PARTIALLY   SELF    SUP.    BLIND   - 

6325  AID   TO  PARTIALLY    SELF    SUP.    BLIND   - 

6343  MEDICAL    INDIGENT   PROGRAM   -   STATE   A 

6344  FEDERAL   TITLE    XX    -    STAFF    DEVELOPME 

6345  FEDERAL    TITLE    XX  -   SERVICES 

6346  FOOD    STAMP    PROGRAM    -   FEDERAL   AID 

6351  WORK    INCENTIVE    PGM.   -   FEDERAL 

6352  WORK    INCENTIVE    PGM.    -  FED.    ADMIN. 

6363  MAINTENANCE    OF    MINORS    IN    FOSTER    HOMES    - 

ADDL.    STATE   ASSISTANCE 

6364  AFDC    -   ADDITIONAL    STATE    ASSISTANCE 

6365  AFDC   -  ADDITIONAL    STATE    ADMINISTRATION 

TOTAL   -  WELFARE    ASSIST,    t    ADMIN.    FUND 


3,170 

9,512 

104 

313 

1,275 

1,883 

21,162 

29,657 

4,058 

1,809 

823 

1,533 

277 

51 

6,023 

63 

<t,584 

2,578 

223 

170 

6,376 
9,680 


932 
796 
470 
410 
811 
149 
900 
100 
463 
063 
432 
000 
85* 
998 
522 
8C9 
*37 
250 
736 
000 
468 

630 
000 


1,809,063 
107,146,293 


02   301      YERBA    BUEKA    CENTER    FUND 


99    REVENUE    TRANSFER    IN 

FROM  HOTEL  ROOM  TAX  FUND 

G.L.  490   UNAPPROPRIATED  REVENUE 


8,800,000 
6,800,000- 
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REVENUE    APPROPRIATIONS  FISCAL    YEAr.    1973-1979 

NUMBER  DtSCKIPTION  AMOUNT 

02   403      ADMISSIONS    FUND 

8170  ADMISSION    FEES  32b, 006 

G.L.    490      UNAPPROPRIATED  REVENUE  138,656- 

TuTAL  189,350 

02   412      STREET   ARTIST   PROGRAM   FUND 

52   LICENSES 

521   LICENSES  FOK  STREET  USE 
5215       STREET  ARTISTS  CERTIFICATE  FEE  11), 709 

TOTAL  15,709 

07  001      BOND    INTEREST   4   REDEMPTION   FUND 
60      STATE    t    FEDERAL    SUBVENTIONS 

600      PROPERTY    TAX    RELIEF    REIMBURSEMENT 

6001  HOMEOWNERS    PROPERTY   TAX  1,153,218 

6002  BUS1\ESS    INVENTORY    PROPERTY    TAX  551,558 

G.L.    491    bUDGET    REVENUE    RETAINED 

RESERVE    FPR    AD    VALOREM    TAXES    -   SECUkEU    ROLL  298,488- 

G.L.    490    UNAPPROPRIATED    BALANCE  205,037- 

G.L.    401      AD-VALOREM    TAXES  25,827,705 

TOTAL  27,028,956 

08  101    INTERGOVERNMENTAL    SERVICE    FUND   -   LIGHT    HEAT    i,    POWtR 

49      PUC    -  BUREAU   UF    LIGHT  HEAT    &    POWEK 

9701  CONTRIbuTIOK    FRJM    GENERAL    GLVER^Mtf^  4,405,086 

TOTAL  4,405,086 
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REVENUE    APPROPRIATIONS 


FISCAL    YEAR    1976-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


08  980   INTKAGOVERNHENTAL  SERVICE  FUND  - 

PUBLIC  WORKS  -  ADMINISTRATIVE  OVERHEAD  FUND 

9T01       CONTRIBUTION  FROM  GENERAL  GOVERNMENT 

TOTAL 


502,038 
502,038 


30   001      AIRPORT  OPERATING   FUND 

53      FINES, FORFEITS    AND   PENALTIES 
5301  TRAFFIC    FINES 

5*      REVENUE    FROM    USE    OF    MONEY   OR    PROPERTY 
5401  INTEREST    EARNED 

65      GRANT   REVENUES 

6501  DIRECT   GRANTS    FROM    FEDERAL    t    STATE   AGENCIES 

90      PUBLIC    SERVICE    ENTERPRISE    CHARGES    FOR    SERVICE 

9001  FLIGHT  OPERATIONS 

9002  RENTALS 

9004  PARKING    LOT   REVENUES 

9005  AGENCY   COMMISSIONS 

9006  RESALE    OF    ELECTRIC    ENERGY 

9007  SECURITY   PROVIDED    FOR    OTHERS 

G.L.    490      UNAPPROPRIATED   REVENUE 
G.L.    495      BUDGET   COMMITTMENT    FROM    FUND    BALANCE 
TOTAL 


100,000 

1,200,000 

2,500,000 

20,278,813 

11,800,000 

13,175,000 

350,000 

6,800,000 

1,100,000 

6,977,282- 

1,000,000 

51,326,531 


30    002      SPECIAL    AVIATION 

60      STATE   AND   FEDERAL   SUBVENTIONS 
6117  AVIATION    GAS    TAX 

99      REVENUE   TRANSFER 

FROM    AIRPORT  OPERATING 

TOTAL 


5,000 

5,000 
10,000 
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revenue  appropriations  fiscal  year   1976-1979 

number           Description  amount 

30  500  airport  programmatic  projects  fumd 

99  revenue  transfers  in 

ff-ok  airport  operating  fund  b73t000 

TOTAL  873,000 

30  600  AIRPORT  FACILITIES  MAINTENANCE 

99  REVENUE  TRANSFERS  IN 

FROM  AIRPORT  OPERATING  FUND  673,2^0 

TOTAL  073,250 

30  700  AIPPOHT  CAPITAL  PROJECTS 

99  REVENUE  TRAfJSFEXS  IN 

FROM  AIRPORT  OPERATING  FUND  4,655,000 

TOTAL  4,655,000 

31  001       MUNICIPAL   RAILWAY   OPERATING    FUND 

60      STA^c    ANC    FEDERAL    SUBVENTIONS 

6161  SALES    TAX    ALLOCATION    -   MTC  6,700,000 

6162  SALES    TAX    CONTRIBUTION   -  OTHER    DISTRICTS  300,000 

6163  OPERATING    ASSISTANCE  7,V00,000 

6164  MTC    BRIDGE    TOLL    ALLOCATION  5,000,000 

TOTAL  19,900,000 

90      PUBLIC    SERVICE    ENTERPRISE    CHARGES    FOR    SERVICE 

9101                 PASSEr.GEK    FARES  24,500,000 

9106                 SPECIAL   TICKETS  100,000 

9108                 ADVERTISING  375,000 

9110                 NON-OpErATING    RENTS  6,000 

9199                 MISCELLANEOUS    MUNI    REVENUES  .20,000 

T.jTaL  25,001,000 
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REVENUE  APPROPRIATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


31   001      MUNICIPAL    RAILWAY  OPERATING    FUND   -   CONTINUED 

97      CONTRIBUTION   FROM    GENERAL   GOVERNMENT 

9701                 CONTRIBUTION  FROM    GENERAL    GOVERNMENT  35,731,049 

9701                 CONTRIBUTION  FROM    REVENUE    SHARING  5,200,000 

G.L.    495      BUDGET  COMMITTMENT    FROM  FUND   BALANCE  2,000,000 

TOTAL  87,832,049 


31    500    MUNICIPAL   RAILWAY    PROGRAMMATIC    PROJECTS 

99   REVENUE   TRANSFERS    IN 

FROM   MUNICIPAL    RAILWAY   OPERATING    FUND 

TOTAL 


600,300 
600,300 


31    600    MUNICIPAL    RAILWAY    FACILITIES    MAINTENANCE 

99    REVENUE    TRANSFERS    IN 

FROM   MUNICIPAL    RAILWAY   OPERATING    FUND 

TOTAL 


5,685,900 
5,685,900 


31  700  MUNICIPAL  RAILWAY  CAPITAL  PROJECTS 

99  REVENUE  TRANSFERS  IN 

FROM  MUNICIPAL  RAILWAY  OPERATING  FUND 

TOTAL 


579,400 
5 79, tOO 


32  001   WATER  DEPARTMENT  OPERATING  FUND 

54   REVENUE  FROM  USE  OF  MONEY  OR  PROPERTY 
5401       INTEREST  EARNED 
TCTAL 


180,000 
1*0,000 
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REVENUE  APPROPRIATIONS  hiSCAL  YrAK  1978-1979 

NUMBEP       DESCRIPTION  mMUU.V? 

32  00  1   HATER  DEPARTMENT  OPERATING  FU'.D  -  CU  NT  I -SUED 

90   PUBLIC  SERVICE  ENTERPRISE  CHARGES  FDR  SERVICE 

9201       SALES  OF  WATER  -  CONSUMERS  36,132,000 

9203  WATER  SERVICE  INSTALLATION  CHARGES  250,000 

9204  AGRICULTURAL  PRCDUCT  SALES  15,000 

9205  NON-UPEKATING  RENTS  600,000 

9206  MISCELLANEOUS  REVENUES  30, COO 

TOTAL  39,027,000 

G.L.  490   UNAPPROPRIATED  REVENUE  5,115,646- 

G.L.  495   BUDGET  CUKMITVMeNif  FROM  FUND  BALANCE  2,700,000 

TOTAL  36,791,354 

32  600  WATER  FACILITIES  MAINTENANCE 

99  REVENUE  TRANSFERS  IN 

FROM  WATER  OPERATING  FUND  3,401,000 

TOTAL  3,401,000 

32  700  WATER  CAPITAL  PROJECTS 

99  PEVfcKUE  TRANSFERS  LH 

FROM  WATER  OPERATING  FUND  1,910,000 

TOTAL  1,910,000 

33  001  HETCH  HETCHV   PPEKATING  FUND 

90   PUBLIC  SERVICE  ENTERPRISE  CHARGES  FOR  SERVICE 

9251       SALES  OF  ELECTP ICAL  POWER  24,6tl,0C0 

9254       MISCELLANEOUS  REVENUES  100,000 

TOTAL  2«», 741, 000 
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REVENUE    APPROPRIATIONS  FISCAL    YtAR    1978-1979 

NUMBER                DESCRIPTION  AMOUNT 

33   001   METCH  HETCHY     OPERATING   FUND    -  CONTINUED 

99      REVENUE    TRANSFER 

9990                FROM    WATER  OPERATING   FUND  7,150,000 

6.L.    490      UNAPPROPRIATED   REVENUE  692,390- 

TOTAL  31,198,610 

33    500  HETCH  HETCHY   PROGRAMMATIC    PROJECTS 

99   REVENUE   TRANSFERS    IN 

FROM   HETCH    HETCHY    OPERATING   FUND  700,000 

TOTAL  700,000 

33  600    HETCH    HETCHY    FACILITIES    MAINTENANCE 

99   REVENUE    TRANSFERS    IN 

FROM   HETCH   HETCHY    OPERATING   FUND  766,000 

TOTAL  766,000 

34  001      SAN   FRANCISCO    HARBOR   OPERATING    FUND 

54      REVENUE    FkOM    USE    OF    MONEY   OR    PROPERTY 

5401                 INTEREST    EARNED  660,000 

TOTAL  660,000 

90      PUBLIC    SERVICE    ENTERPRISE    CHARGES    FOR    SERVlCt 

9301  RENTAL    OF    EQUIPMENT  45,000 

9302  DOCKAGE  1,325,000 

9303  WHARFARGE  2,615,000 

9304  DEMURRAGE  200,000 

9305  RENTAL  10,175,000 

9307  COMMERCIAL    POWER    SERVICE  1,7*0,000 

9308  PARKING  290,000 

9309  MISCELLANEOUS    SERVICES    70   TENANTS  120,000 

9310  MISCELLANEOUS    REVENUES  160,000 

TOTAL  16,670,000 

G.L.    490      UNAPPROPRIATED    REVENUE  602,116- 

G.L.    495      BUDGET    COMMITTMENT    FROM    FUND    8ALANCC  66,697 
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REVENUE    APPROPRIATIONS  FISCAL    YEAR    197o-i979 

NUMBEK  DcSCftlPTION  A.iOUf  T 

34   001      SA*    FRAtCISCU   HARBOR    OPERATIC    FUND    -   CONTINUED 

90      PUBLIC    SERVICE-    ENTERPRISE    CHARGES    FOR    SERVICE    -    CONTINUED 

TOTAL  lo,6l6,5«U 

34    600    SAN    FRANCISCO    HARBOR    FACILITIES    MAINTENANCE. 

99    REVENUE    TRANSFERS    IN 

FRO*    SAN    FRANCISCO   HARBOR    OPERATING    FOND  lv;>,000 

TOTAL  195,000 

34  700    SAN    FRANCISCO   HARBOR   CAPITAL    PROJECTS 

99    REVENUE    TRANSFERS    IN 

FRO*  SAN"  FRANCISCO  HARBOR  OPERATING  FU*Q  100,000 

TOTAL  100,000 

35  001   WASTEWATER  MANAGEMENT  OPERATING  FUND 

70  CHARGES  FOfi  CURRENT  SERVICES 

7401  INDUSTRIAL  WASTE  CHARGES  ^7,3*7 

7402  SfcWER  SERVICE  CHARGES  22,500,000 

G.L.  490   UNAPPROPRIATED  REVENUE  1,^1,269- 

TOTAL  21,00t>,0ib 

35  500  WASTEWATER  MANAGEMENT  PROGRAMMATIC  HHPJEC1S 

99  REVENUE  TRANSFERS  IN 

FROM  PUBLIC  WORKS-SANITARY  EMGlNtt -U\&  1.219,74C 

FRO*  PUBLIC  WORKS-WATER  POLLUTION  CL'NTkOL  532,300 

TOTAL  1,71.2,2^0 
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REVENUE  APPROPRIATIONS                            FISCAL  YEAK  197o-197v 

NUMBER       DESCRIPTION  AMuUi.T 

35  600  WASTEWATER  MANAGEMENT  FACILITIES  MAINTENANCE 

99  REVENUE  TRANSFERS  IN 

FROM  PUBLIC  WORKS-WATER  POLLUTION  CONTROL  266,360 

FROM  PUBLIC  WORKS  -  SEWER  REPAIR  ^39,000 

TOTAL  625,360 

35  TOO  WASTEWATER  MANAGEMENT  CAPITAL  PROJECTS 

99  REVENUE  TRANSFERS  IN 

FROM  PUBLIC  WORKS-SANITARY  ENGINEERING  3,333 

TOTAL  3,333 

TOTAL  REVENUE  APPROPRIATIONS  !  049  923  524 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAk    1976-1979 


NUMBER 


DESCRIPTION 


hMOUKI 


01  001   GENERAL  FUND 


01   BOARD  OF  SUPERVISORS 
01   ADMINISTRATICM 

01  001   PERMANENT  SALARIES  -  MISC. 
OVfcKTIME 

TEMPORARY  SALARIES 
MANDATORY  FRINGE  BENEFITS 
OTHER  CURRENT  SERVICES 
MATERIALS  t  SUPPLIES 
EQUIPMENT 
CENTRAL  SHOPS 
TOTAL 


01  010 
01  020 
01  060 
10  120 
10  130 
22  220 
30  310 


6o2,216 

13,800 

2,000 

133,391 

262,178 

13,750 

1,600 

800 

1,109,735 


02   BUDGET  BUREAU 
01  001   PERMANENT  SALARIES  -  MISC. 
01  010   OVERTIME 

01  060   MANDATORY  FRINGE  BENEFITS 
10  100   PROFESSIONAL  6  SPECIAL  SERVICES 
10  111   USE  OF  EMPLOYEES  CARS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  (.    SUPPLIES 
22  220   EQUIPMENT 
TOTAL 


295,772 

1,000 

75,673 

20,000 

360 

17,113 

300 

23,407 

4i3,825 


03  EMPLOYEE  RELATIONS 

01  OOi   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
10  100   PROFESSIONAL  L  SPECIAL  SERVICES 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  J.  SUPPLIES 
22  220   EQUIPMENT 
TOTAL 

04  ASSESSMENT  APPEALS  BOARD 

01  001  PERMANEfcT  SALARIES  -  MISC. 

01  020  TEMPORARY  SALARIES 

01  040  FcES  L    OTHER  COMPENSATION 

01  060  MANDATORY  FRINGE  BENEFITS 

io  120  other  current  services 

10    130      MATERIALS    t    SUPPLIES 
22    220      twUlPflENT 
TOTAL 


37,216 

10,312 

32,500 

2,780 

1,000 

250 

84,060 


20,486 

22,445 

32,113 

6,061 

■    7,150 

1,015 

600 

o9,S72 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YEAK  1978-1979 

NUMBER       DESCRIPTION  AMOUNT 

01  001   GENERAL  Fufv.D  -  CONTINUED 

01   BOARD  OF  SUPERVISORS  -  CONTINUED 

05   DELINQUENCY  PREVENTION  COMMISSION 

01  001   PERMANENT  SALARIES  -  MISC.  28,210 

01  060  MANDATORY  FRINGE  BENEFITS  4,9-*6 
10  100  PROFESSIONAL  L  SPECIAL  SERVICES  1,000 
10  111  USE  OF  EMPLOYEES  CARS  300 
10  120  OTHER  CURRENT  SERVICES  3,104 
10  130  MATERIALS  6  SUPPLIES  1,000 
10  146  RENTAL  UF  PROPERTY  3,4<.c 
22  220  EQUIPMENT  26C 
30  303   REAL  eSTATt  200 

TOTAL  42,440 

TOTAL  BOAkD  OF  SUPERVISORS  1,759,932 

02  ASSESSOR 

01  001   PERMANENT  SALARIES  -  MISC.  1,911,953 

01  020   TEMPORARY  SALARIES  75,250 

01  060   MANDATORY  FKIKGE  BENEFITS  542,952 

10  100   PROFESSIONAL  I    SPECIAL  SERVICES  ?2,000 

10  111   USE  OF  EMPLOYEES  CARS  ie.OOO 

10  120   OTHER  CURRENT  SERVICES  65,181 

10  130   MATERIALS  6  SUPPLIES  28,015 

30  310   CENTRAL  SHOPS  60C 

30  340   CONTROLLtR  DATA  PROCESSING  ile>,990 

TOTAL  3t010,941 

03  CITY  ATTORNEY 

01   GENERAL  DIVISION 

01  001   PERMANENT  SALARIES  -  MISC  362,645 

01  060   MANDATORY  FRINGE  BENEFITS  219,493 

10  120   OTHER  CURRENT  SERVICES  £4,714 

10  130   MATERIALS  6  SUPPLIES  15,250 

10  145   JUDGMENTS  AND  CLAIMS  «.15,000 

22  220   EQUIPMENT  23,8^8 

30  302   CITY  ATTORNEY  24,156 

30  303   REAL  ESTATE  100 

30  310   CENTRAL  SHOPS  300 

TOTAL  1,465,516 
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EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1976-1979 


NUMBER 


DESCRIPTION 


AMOUJiT 


01  001   GENERAL  FUND  -  CONTINUED 
03   CITY  ATTORNEY  -  CONTINUED 


02   CODE  ENFORCEMENT  DIVISION 
01  001   PERMANENT  SALARIES  -  MISC 
01  060   MANUATCRY  FRINGE  BENEFITS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  6  SUPPLIES 
10  145   JUDGMENTS  AND  CLAIMS 
10  146   RENTAL  OF  PROPERTY 
TOTAL 

TOTAL  CITY  ATTORNEY 


b4,-*69 

20,941 

4,075 

80C 

15,000 

8,532 

133,817 

1,599,333 


04   DISTRICT  ATTORNEY 

01   GENERAL 
01  001   PERMANENT  SALARIES  -  MISC. 
01  020   TEMPORARY  SALARIES 
01  060   MANDATORY  FRINGE  BENEFITS 
10  100   PROFESSIONAL  C  SPECIAL  SERVICES 
10  110   LOCAL  SHARE  -  GRANTS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  6  SUPPLIES 
22  220   EUU1PMENT 
30  303   REAL  ESTATE 
30  305   ADULT  PROBATION 
30  310   CENTRAL  SHOPS 
30  340   CaNTROLLER  DATA  PROCESSING 
49  490   REVENUE  TRANSFERS 
TOTAL 


3,161,770 

27,509 

789,722 

7,000 

89,417 

98,001 

31,720 

11,800 

200 

3,429 

5,200 

c.3,791 

57,000 

4,346,559 


02   FAMILY  SUPPORT 
01  001   PERMANENT  SALARIES  -  MISC. 
MANDATORY  FRINGE  BENEFITS 
PROFESSIONAL  £.  SPECIAL  SERVICES 
OTHER  CURRENT  SERVICES 
MATEP>1aLS  t  SUPPLIES 
RENTAL  OF  PROPERTY 
EUUiP^ENT 
REAL  ESTATE 
CENTRAL  SHOPS 

CONTROLLER  DATA  PROCESSING 
REVENUE  TRANSFERS 
TOTAL 


01  060 
10  100 
10  120 
10  130 
10  146 
22  22  0 
30  303 
30  310 
30  340 
49  490 


1,575,527 

420,113 

16,000 

114,090 

24,700 

99,016 

.  9,639 

150 

2,4CG 

63,366 

1,000 

2,3^6, JOi 


Tf tal  DISTRICT  ATTORNEY 


0,672,560 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    fEAN    1978-1979 


NUMBER 


DESCRIPTION 


«MLU'-\T 


01    001      GENERAL    FUND    -  CONTINUED 


05      PUBLIC    DEFENDER 

01    001       PERMANENT    SALARIES    -   MISC. 
01    020       TEMPORARY    SALARIES 
01    060      MANDATORY    FRINGE    BENEFITS 
10    111      USE    OF    EMPLOYEES    CARS 
10    120      OTHER    CURRENT   SERVICES 
10    130      MATERIALS    6    SUPPLIES 
22    220      EQUIPMENT 
30    305      ADULT    P^OdATION 
30    310      CtNTRAL    SHOPS 
30    340      CONTROLLER    DATA    PROCESSING 
TOTAL 


1,556,56* 

c6  ,660 

395,907 

1,500 

70,134 

11,850 

1,700 

3,429 

4,000 

65,719 

2,201,463 


06      SHERIFF 

01    001  PERMANENT    SALARIES    -  MISC. 

01    003  PERMANENT    SALARIES    -   CRAFT 

01    010  OVERTIME 

01    012  HOLIDAY    PAY 

01    020  TEMPORARY   SALARIES 

01    060  MANCATORY    FRINGE    BENEFITS 

10    100  PROFESSIONAL    6    SPECIAL    SERVICES 

10    110  LOCAL    SHARE    -  GRANT 

10    120  OTHER    CURRENT    SERVICES 

10    130  MATERIALS    £    SUPPLIES 

10    140  FIXED    CHARGES 

22    220  EQUIPMENT 

30    303  REAL    ESTATE 

30    305  ADULT    PROBATION 

30    309  ELECTRICITY 

30    310  CENTRAL    SHOPS 

30    340  CONTROLLED    DATA   PROCESSI**. 

30    350  REPRODUCTION 

49   490  REVENUE    TRANSFERS 
TOTAL 


6,205,381 

126,750 

55,000 

111,000 

35,651 

l,b69,2&6 

1,650 

11,904 

98,03d 

1,4*6,620 

32,870 

15,961 

2,350 

3,429 

1,500 

21,000 

o2,87<t 

5,500 

30,000 

10,1*1.266 


07      COUNTY    EDUCATION    OFFICE 
01    001      PERMANENT    SALARIES    -   MISC. 
01    060      MANDATORY    F«  INGE    BENEFITS 
10    130       MATERIALS    t    SUPPLIES 
10    140      FIXED    CHARGES 
10    146      RENTAL     3F    PROPERTY 
TOTAL 


17,912 

3,0*1 

boc 

l,lV9,Go9 

30^,  *bt 
1,5 -'5,  130 
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EXPENDITURE  APP*OPf.I ATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMcUfcT 


01  001   GENERAL  FU.*D  -  CONTINUED 


08   TREASURER 

01  001   PERMANENT  SALARIES  -  MISC. 
MANDATORY  FRINGE  BENEFITS 
PROFESSIONAL  Z.    SPECIAL  SERVICES 
USE  OF  EMPLOYEES  CARS 
OTHER  CURRENT  SERVICES 
MATERIALS  £  SUPPLIES 
CONTROLLER  DATA  PROCESSING 
REPRODUCTION 
TOTAL 


01  060 
10  100 
10  111 
10  120 
10  130 
30  340 
30  350 


366,221 

99,7o7 

1^5,313 

750 

7,300 

4,050 

37,140 

3,000 

643,541 


09  CONTROLLER 

01   FINANCIAL  DIVISION 
01  001   PERMANENT  SALARIES  -  MISC. 
01  010   OVERTIME 
01  020   TEMPORARY  SALARIES 
01  060   MANDATORY  FRINGE  BENEFITS 

10  100   PROFESSIONAL  t,  SPECIAL  SERVICES 
10  111   USE  OF  EMPLOYEES  CARS 

10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  t  SUPPLIES 
10  146   RENTAL  OF  PROPERTY 
22  220   EuUIPMEr„T 
30  303   REAL  ESTATE 
30  310   CENTRAL  SHOPS 
30  340   CONTROLLED  DATA  PROCESSING 
49  1-90   REVENUE  TRANSFERS 
TOTAL 

20   GENERAL  CITY  RESPONSIBILITIES 
01  060   MANDATORY  FRl^.GE  BENEFITS 
10  140   FIXED  CHARGES 
10  145   JUDGMENTS  AND  CLAIMS 
Ti.TAL 

TuTAL  CONTROLLER 


1,961,620 

50,000 

108,234 

577,826 

250 

1J0 

129,960 

41,800 

4,800 

1,460 

100 

375 

1,747,876 

419,190 

5,043,591 

2,337,667 

326,899 

2,000,000 

4,714,566 

9,758,157 


10 

SUI 

01 

001 

01 

040 

01 

060 

10 

100 

10 

101 

10 

ill 

10 

120 

:KIQR  COURT 

PERMANENT  SALARIES  -  MISC* 
FEES  i.  CThER  COMPENSATION 
MANDATORY  FRINGE  BENEFITS 
PROFESSIONAL  I    SPECIAL  SERVICES 
MiDICAL  SERVICE  CONTRACT 
USE  OF  crfPi-CYtES  CARS 
OTHER  CURRENT  SERVICES 


2,036,645 

1,064,472 

503,340 

500 

^0,000 

4,240 

261,  <*Q2 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YcAH    1978-lv7v 


NUMBER 


DESCRIPTION 


AMOuNl 


01  001   GENERAL  FUM)  -  CONTINUED 

10   SUPERIOiv  COURT  -  CONTINUED 

10  130  MATERIALS  U    SUPPLIES 

10  146  RENTAL  OF  PROPERTY 

22  220  EQUIPMENT 

30  305  ADULT  PROBATION 

30  340  CONTRULLER  DATA  PROCESSING 

49  490  REVENUE  TRANSFERS 
TOTAL 


57,^00 

37,200 

26,250 

1,715 

47,109 

122,71V 

t, 222, 992 


11   MUNICIPAL  COURT 

01  001  PERMANENT  SALARIES  -  MISC. 

01  010  OVERTIME 

01  020  TEMPORARY  SALARIES 

01  040  FEES  L  OTHER  COMPENSATION 

01  060  MANDATORY  FRINGE  BENEFITS 

10  100  PROFESSIONAL  I    SPECIAL  SERVICES 

10  110  LOCAL  SHAKE  -  GRANTS 

10  111  USE  OF  EMPLOYEES  CARS 

10  120  CTHcR  CURRENT  SERVICES 

10  130  MATERIALS  6  SUPPLIES 

22  220  EUUTPMENT 

30  340  CONTROLLED.  DATA  PROCESSING 

49  490  REVENUE  TRANSFERS 
TOTAL 


3,884,7*0 

18,385 

67,^44 

16,500 

866,467 

168,022 

1,680 

600 

<»65,03^ 

75,520 

23,090 

l,*47,56e 

269,958 

7,  ;>65,  046 


12   JUVENILE  CCURT 

01   PROBATION 
01  001   PERMANENT  SALARIES  -  MISC. 
01  003   PERMANENT  SALARIES  -  CRAFTS 
01  012   HOLIDAY  PAY 
01  060   MANOATORY  FRINGE  BENEFITS 
10  111   USE  OF  EMPLOYEES  CARS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  t.  SUPPLIES 
10  140   FIXED  CHARGES 
22  220   EQUIPMENT 
30  303   REAL  ESTATE 
30  310   CENTRAL  SHOPS 
30  340   CONTROLLER  UATA  PROCESSING 
TUTAL 


2,351,073 

62,071 

2,000 

705,897 

3,000 

5V5.167 

26,020 

■♦2,350 

150 

600 

7,000 

2ol,0?0 

*, 056,3*6 
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EXPENDITURE  APPFOPM  ATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMGU*1 


01    001      GENERAL    FUND    -   CONTINUED 

12      JUVENILE    COURT    -   CONTINUED 

02      JUVENILE    mAlL 

01    001  PERMANENT    SALARIES    -  MISC. 

01    003  PERMANENT    SALARIES    -   CRAFTS 

01    012  HOLIDAY    PAY 

01    020  TEMPORARY    SALARIES 

01    060  MANDATORY    FRINGE    BENEFITS 

10    100  PKOFtSSlONAL    &    SPECIAL    SERVICES 

10    120  OTHER    CURRENT    SERVICES 

10    130  MATERIALS    t    SUPPLIES 

22    220  EQUIPMENT 

30    328  LAGUNA    HONDA 

49    490  REVENUE    TRANSFERS 
TOTAL 


1,376,147 

210,735 

35,000 

45,000 

455,301 

5,000 

19,200 

182,450 

5,168 

35,000 

2,000 

2,371,001 


03  LOG  CABIN  ranch  SCHOOL 
01  001  permanent  salaries  -  misc. 
permanent  salaries  -  crafts 
holiday  pay 
temporary  salaries 
mandatory  fringe  benefits 
use  of  employees  cars 
other  current  services 
materials  t  supplies 
fixed  charges 
equipment 
central  shops 
laguna  honda 

TOTAL 

HIDDEN  VALLEY  RANCH 
MATERIALS  L    SUPPLIES 
LAGUNA  HONDA 
TOTAL 

TOTAL  JUVENILE  COURT 


01 

003 

01 

012 

01 

020 

01 

060 

10 

111 

10 

120 

10 

130 

10 

1«,0 

22 

220 

30 

310 

30 

32  8 

04 

10 

130 

30 

326 

308,120 

>8,708 

10,100 

23,000 

101, lb* 

700 

15,200 

90,075 

7,000 

2,540 

3,000 

16,000 

637,607 


55,650 
16,000 
71,850 

7,130,8  06 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    VEAK     1978-1979 


NUMBER 


DESCRIPTION 


AMwUNT 


01  001   GENERAL  FUND  -  CONTINUED 


13   ADJLT  PROBATION 

01  GENERAL  DIVISION 

01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 

10  no    local  share  -  grants 

10  111  USE  OF  EMPLOYEES  CARS 

10  120  OTHER  CURRENT  SERVICES 

10  130  MATERIALS  &  SUPPLIES 

10  146  RENTAL  OF  PROPERTY 

30  310  CENTRAL  SHOPS 

30  340  CONTROLLER  DATA  PROCESSING 

30  350  REPRODUCTION 
TOTAL 

02  NCR*  FURLOUGH  DIVISION 
10  120   OTHER  CURREKT  SERVICES 
10  130   MATERIALS  L  SUPPLIES 
30  350   REPRODUCTION 

TOTAL 


1,6<£4,555 

*76,655 

5,625 

1,200 

o6,940 

13,900 

3,000 

1,860 

55,082 

3,750 

2,25*, 567 


3,710 

5,2*5 

250 

9,205 


TOTAL  ADULT  PROBATION 


2,263,772 


25   MAYOR 

01   GENERAL 
01  001   PERMANENT  SALARIES  -  MISC. 
01  020   TEMPORARY  SALARIES 
01  060   MANDATORY  FRINGE  BENEFITS 
10  100   PROFESSIONAL  fc  SPECIAL  SERVICES 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  L    SUPPLIES 
49  490   REVENUE  TRANSFERS 
TOTAL 

04   FEDERALLY  FUNDED  UNITS 
01   CcTA  ADMIM^TRATION 
10  110   LOCAL  SHAKE  GRANTS 
TOTAL 


HUNTERS  POINT  FACILITY 
TEMPORARY  SALARIES 
OTHER  CURRENT  SERVICES 
MATERIALS  L    SUPPLIES 
FIXED  CHARGES 
LIGHT,  HEAT  AND  POWER 
TUTAL 


03 

01 

020 

10 

120 

10 

130 

10 

1*0 

30 

330 

673,  *i2 

11,000 

178,383 

67,000 

51,800 

9,720 

103,098 

1 

,114,413 

1 

,717,4*3 

1 

,717,443 

*fc,200 

M,*77 

900 

c,5GC 

6,000 

113,077 
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EXPENDITURE    APPROPRIATIONS 


FISCAL   YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01  001   GENERAL  FU*D  -  CONTINUED 

04  FEDERALLY  FUNDED  UNITS  -  CONTINUED 

05   MAYORS  CRIMINAL  JUSTICE  COUNCIL 
10  110   LOCAL  SHARE  GRANTS 
TOTAL 

05  EMERGENCY  SERVICES 

01  001  PERMANENT  SALARIES  -  MISC. 

01  060  MANDATORY  FRINGE  BENEFITS 

10  120  OTHER  CURRENT  SERVICES 

10  130  MATERIALS  £  SUPPLIES 

10  146  RENTAL  OF  PROPERTY 

22  220  EuUIPMtkT 

30  303  REAL  ESTATE 

30  310  CENTRAL  SHOPS 
TOTAL 


62,000 
62,000 


111,909 

31,212 

16,655 

2,875 

16,764 

275 

100 

1,525 

181,315 


06  firm  prjject 
49  490  Revenue  transfers 

TOTAL 
TOTAL  MAYOR 


^22,523 
^22,523 

3,610,771 


26      SAN   FRANCISCO   COMMISSION    ON    AGING 
01    001      PERMANENT    SALARIES    -  MISC. 
01    020      TEMPORARY    SALARIES 
01    040      FEES    i.    OTHER   COMPENSATION 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER   CURRENT   SERVICES 
10    146      RENTAL    OF    PROPERTY 
30    303      REAL    ESTATE 
TOTAL 


67,962 

1,934 

2,500 

17,377 

3,848 

8,151 

100 

101,872 


28      ART   COMMISSION 

01    001      PERMANENT    SALARIES    -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    111      USE    OF    EMPLOYEES    CARS 
10    120      OTH£R    CURRENT    SERVICES 
10    130      MATERIALS    L    SUPPLIES 
10    140      FIXED    CHAKG?S 
22    220      EQUIPMENT 
49    490      REVENUE    T^ANiFEwS 
TCTAL 


*8,566 

12,987 

100 

6,481 

2, COO 
16,137 

4,000 
310,516 
<f00,789 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAH    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01    001      GENERAL   FUND    -  CONTINUED 


29  CITY   PLANNING 

01    001  PERMANENT    SALARIES    -   MISC. 

01    020  TEMPORARY    SALARIES 

01    040  FEES    fc    OTHER   COMPENSATION 

01    060  MANDATORY   FRINGE    BENEFITS 

10    111  USE    OF    EMPLOYEES    CARS 

10    120  OTHER   CURRENT  SERVICES 

10    130  MATERIALS    £    SUPPLIES 

10    146  RENTAL    OF    PROPERTY 

30  303  REAL   ESTATE 
30   310  CENTRAL    SHOPS 

49   490  REVENUE    TRANSFERS 
TOTAL 


698,549 

32,416 

4,500 

24o,088 

300 

87,506 

14,700 

33,9*2 

100 

1,500 

2,000 

1,32.1,601 


30      CIVIL    SERVICE 

01    001      PERMANENT    SALARIES    -   MISC. 
01    020      TEMPORARY    SALARIES 
01    060      MANDATORY    FRINGE    BENEFITS 
10    100      PROFESSIONAL    £   SPECIAL    SERVICES 
10    120      OTHER   CURRENT   SERVICES 
10    130      MATERIALS    £    SUPPLIES 
22   220      EQUIPMENT 
30   310      CENTRAL    SHOPS 
30    340      CONTROLLER    DATA    PROCESSING 
49    490      REVENUE    TRANSFERS 
TOTAL 


1,275,150 

54,000 

373,380 

17,200 

46,984 

15,500 

100 

300 

341,285 

40,000 

2,163,699 


31      FIRE    DEPARTMENT 

01    001  PERMANENT    SALARIES    -  MISC. 

01    002  PERMANENT   SALARIES   -  UNIFORM 

01    003  PERMANENT   SALARIES    -   CRAFT 

01    010  OVERTIME 

01    012  HOLIDAY    PAY 

01    013  EXTENDED    WORK    WEEK 

01    014  DIFFERENTIAL    PAY 

01   020  TEMPORARY   SALARIES 

01    060  MANDATORY    FRINGE    BENEFITS 

10    100  PROFESSIONAL    £    SPECIAL    SERVICES 

10    120  OTHER    CURRENT    SERVICES 

10    130  MATERIALS    £    SUPPLIES 

10    140  FIXED    CHARGES 

22    220  EQUIPMENT 

30    310  CENTRAL    SHUPS 

30    340  CONTROLLER    DATA    PROCESSING 

30    350  REPKODUCTION 


330,636 

30,669,180 

543,567 

537,800 

935,000 

1,352,000 

200,000 

6,8*1 

2©,606,8e>3 

71,765 

37o,B80 

360,180 

3,500 

219,800 

-.95,000 

7,b63 

1.000 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    VtAi     iV7b-1979 


NUMBER 


UESCKlPUuN 


A«li.uNT 


01    001      GENEisAL   FU^JC    -    CONTINUED 

31      FIRE    DEl-Af'TMEj  T    -   CONTINUED 

49    490      REVENUE    TRANSFERS 
TOTAL 


20,300 


34      HUMAN    RlbriTS    COMMISSION 

01    001      PERMANENT    SALARIES    -  MISC. 

01    040      FEES    U    OTHER    COMPENSATION 

01    060      MANDATORY    FRINGE    BENEFITS 

10    100      PROFESSIONAL    &    SPECIAL    SERVICES 

io  120    07hei<  current  services 

10    130      MATERIALS    £    SUPPLIES 
10    14  6      RENTAL   OF    PROPERTY 
30    303      REAL    tSTATc 

30    340      CONTROLLER    DATA    PROCESSING 
TOTAL 


..06,853 

5,400 

5<s,07v 

tCO 

14,495 

4,500 

24,160 

100 

3,«*20 

317,487 


37      PERMIT    APPEALS 

01    001      PERMANENT    SALARIES    -  MISC. 
01    040      FEES    t.    OTHER   COMPENSATION 
01    060      MANDATORY    FRINGE    BENEFITS 

io  120    other  Current  services 

10    130      MATERIALS    i.    SUPPLIES 
T-JTAL 


37,071 
6,000 

10,233 

1,50^ 

250 

55,056 


38 

(-01 

01 

001 

01 

002 

01 

010 

01 

012 

01 

014 

01 

020 

01 

040 

01 

060 

10 

100 

10 

110 

10 

120 

10 

130 

10 

140 

10 

146 

22 

220 

30 

30  5 

30 

310 

30 

340 

ICE    DEPARTMENT 
PERrtAXfcNT    SALARIES    -    MISC. 
PERMANENT    SALARIES    -   UNIFORM 
OVERTIrtt 
HOLIDAY    PAY 
DIFFERENTIAL    PAY 
TEMPORARY    SALARIES 
FEES    6    CTrlEtv    CCMPENSAT1JN 
MANDATORY    FkINGE    BENEFITS 
KROFEiSIONAL    t.    SPECIAL    StRViCES 
L'JCAL    SHARE    -   GRANT 
UThE*    CURRENT    SERVICES 
*ATtRiALS    t    SUPPLIES 
FIXED    ChAKOES 
cental    ;:f    PROPERTY 
EwUIPi/ENt 
AUUL"    PrLbA"I_N 

CENTRAL    SHOPS 

CO:-TA.'LLEK    DATA    PROCESSING 


7,775,d0t 

35,761, 67t> 

77s, 000 

732,800 

105,000 

js27,CC0 

500 

31,943,013 

130,000 

luO.OQO 

l,21fc,995 

8  04,902 

5,400 

11,700 

912,500 

2,-t?9 

i<_6,20j 

l,5i6,6.»l 
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EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01  001   GENERAL  FUND  -  CONTINUED 

38   POLICE  DEPARTMENT  -  CONTINUED 

30  350   REPRODUCTION 
49  490   REVENUE  TRANSFERS 
TOTAL 


200 

297,634 

82,555,391 


41   PUBLIC  LIBRARY 

01  001  PERMANENT  SALARIES  -  MISC. 

01  003  PERMANENT  SALARIES  -  CRAFTS 

01  010  OVERTIME 

01  012  HOLIDAY  PAY 

01  020  TEMPORARY  SALARIES 

01  060  MANDATORY  FRINGE  BENEFITS 

10  100  PROFESSIONAL  t  SPECIAL  SERVICES 

10  111  USE  OF  EMPLOYEES  CARS 

10  120  OTHER  CURRENT  SERVICES 

10  130  MATERIALS  4  SUPPLIES 

10  140  FIXED  CHARGES 

10  146  RENTAL  OF  PROPERTY 

22  220  EQUIPMENT 

30  310  CENTRAL  SHOPS 

30  340  CONTROLLER  DATA  PROCESSING 

30  370  WORKERS  COMPENSATION  (RET) 

30  371  RECREATION  t  PARK 

49  490  REVENUE  TRANSFERS 
TOTAL 


3,412,563 

335,802 

645 

2,850 

416,800 

1,102,238 

7,225 

1,000 

541,762 

94,546 

3,080 

60,000 

923,719 

3,600 

42,684 

24,000 

49,439 

5,900 

7,027,873 


42  RECREATION  AND  PARK  COMMISSION 
01  RECREATION 

01  ATHLETICS  AND  AQUATICS 

PERMANENT  SALARIES  -  MISC. 
TEMPORARY  SALARIES 
MANDATORY  FRINGE  BENEFITS 
PROFESSIONAL  &  SPECIAL  SERVICES 
USE  OF  EMPLOYEES  CARS 
OTHER  CURRENT  SERVICES 
MATERIALS  t  SUPPLIES 
FIXED  CHARGES 
JUOGMENTS  AND  CLAIMS 
CENTRAL  SHOPS 

WORKERS  COMPENSATION  (RET) 
TOTAL 


01 

001 

01 

020 

01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

140 

10 

145 

30 

310 

30  37  0 


484,235 

172,519 

1*1,567 

5,500 

1,180 

1,402 

75,865 

2,092 

b20 

14,370 

19,li8 

916, 7u8 
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EXPENDITURE  APP-*Up*.TaT  IlNS  FISCAL  Y3A>-  :-*7S-lv79 

\UMBER       DESCRIPTION  ^MCU  ? 

01  001   GENERAL  FuKD  -  COKTINUED 

42  RECREATION  ANX  PARK.  COMMISSION  -  CONTINUED 

01  RECREATION  -  CONTINUED 

03  COMMUNITY  SERVICES 

01    001       PF.RMAN^NT    SALARIES    -   MISC.  I,ie0,b62 

01    020       TEMPCKA"/    SALARIES  3t9,165 

01    060      MANDATORY    FiUNgE    BENEFITS  3-tB,436 

10    111      USE    OF    EMPLUYEES    CARS  2,500 

10    120      OTHER    CURRENT    SERVICES  I8,0d0 

10    130      MATERIALS    t    SUPPLIES  i2,2b3 

10    140      FIXED    CHARGES  4,422 

30    310      CENTRAL    SHCPS  jC,370 

30    370      wQR*E-<.S    CCMPENSATION    (RET)  «0,4V-» 

TOTAL  2,0,iO,562 

04  CULTURAL    ACTIVITIES 

01    001      PERMAfvtNT    SALARIES    -    MISC.  37V,  £73 

01    003      PERMANErvT    SALARIES    -   CRAFTS  10,6fc6 

01    020       TEMPORARY    SALARIES  75,489 

01    040      FEES    L    ^THEK    COMPENSATION  6,000 

oi  060     mandatory  fringe  benefits  110,475 

10  100    professional  l  special  services  fc,225 

10  111    use  of  employees  cars  1,050 

10  120     other  Correct  services  14,992 

10    130      MATERIALS    L    SUPPLIES  53,9t>l 

10    140      FIXED    CHARt.ES  1,654 

30    310      CENTRAL    SHOPS  J.2,730 

30    370      WORKERS    C3M°t^SATI0h.    IRET)  16,9UQ 

49   490      REVENUE    TRANSFERS  1v2,du0 

TrTAL  6b9,515 

Ti'TAL   RECREATION    DIVISION  3,83n,7fc!: 

02  ADMINISTRATION 

01    001       PERMA.\ErT    SALARIES    -    MISC.  724,0<.3 

01    010      OVERTIME  2,000 

01    020      TEMPORARY    SALARIES  53,136 

01    060      MANDATORY    Ft  If.'GE    BENEFITS  192, 9ul 

10    100      P-vGFESSI^AL    {.    SPECIAL    SERVICES  .45,5St! 

10    111       USE    OF    EMPLOYEES    CARS  5,9^5 

10    120      OTHER    CuRHcf T    SERVICES  103,726 

10    130       MATERIALS    £    SUPPLIES  x9,9t>6 

10    140       FIXED    CHARGES  o,0t>6 

30    303       »tAL    ESlATE  t(>0 

30    310      CENTRAL    SH'.pS  I7,9o5 

30    311      PURCHASING  ie,-So3 

30    321       t-oBLlC    wOKkS    -    ACCOUNTS  15,6*1 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YEAR  1978-1979 

NUMBER      DESCRIPTION  AMOUNT 

01  001   GENERAL  FUND  -  CONTINUED 

42  RECREATION  AND  PARK  COMMISSION  -  CONTINUED 

02  ADMINISTRATION  -  CONTINUED 

30  350   REPRODUCTION  4,000 

30  370   WORKERS  COMPENSATION  (RET)  23,9^6 

TOTAL  It £34,34  0 

03  PARK 

02  GOLDEN  GATE  PARK 

01  001   PERMANENT  SALARIES  -  MISC.  2,379.131 

01  003   PERMANENT  SALARIES  -  CRAFTS  269,241 

01  010   OVERTIME  4,800 

01  020   TEMPORARY  SALARIES  15,500 

01  060   MANDATORY  FRINGE  BENEFITS  787,188 

10  100   PROFESSIONAL  £  SPECIAL  SERVICES  3,113 

10  111   USE  OF  EMPLOYEES  CARS  5,155 

10  120   OTHER  CURRENT  SERVICES  90,167 

10  130   MATERIALS  t  SUPPLIES  <>0,967 

10  140   FIXED  CHARGES  7,892 

10  145   JUDGMENTS  AND  CLAIMS  3,090 

30  310   CENTRAL  SHOPS  54,200 

30  330   LIGHT,  HEAT  t  POWER  164,262 

30  370   WORKERS  COMPENSATION  (RET)  72,280 

TOTAL  3,916,986 

03  DISTRICT  PARKS  L    SQUARES  MAINTENANCE 

01  001   PERMANENT  SALARIES  -  MISC.  1,985,890 

PERMANENT  SALARIES  -  CRAFTS  500,841 

OVERTIME  5,200 

TEMPORARY  SALARIES  17,928 

MANDATORY  FRINGE  BENEFITS  730,218 

PROFESSIONAL  t  SPECIAL  SERVICES  4,727 

USE  OF  EMPLOYEES  CARS  2,690 

OTHER  CURRENT  SERVICES  101,932 

MATERIALS  €  SUPPLIES  58,903 

FIXED  CHARGES  20,705 

JUDGMENTS  AND  CLAIMS  3,590 

RENTAL  OF  PROPERTY  l,4b6 

CENTRAL  SHOPS  62,7U5 

PUBLIC  WORKS  -  ENGINEERING  400 

LIGHT,  HEAT  L    POWER  18&,0a8 

WORKERS  COMPENSATION  (RET)  83,600 

TOTAL  3,7o8,883 


01 

003 

01 

010 

01 

020 

01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

140 

10 

145 

10 

146 

30 

310 

30 

320 

30 

330 

30 

370 
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EXPENDITURE  APPn0pc:IATI0NS 


FISCAL  Yea*  .97o-1>*79 


NUMBER 


DtSCRlHTICV 


hCTU    "J 


01    001       GENERAL    FUND    -  CONTINUED 


42    RECREATIUN   AinD    PARK.    COMMISSION   -   CO\Tl\U;L 


01 
01 
01 
01 
01 
10 
10 
10 
30 
30 


03  PARK.  -  COTI 
04  STRUCTURAL 
PERMANENT 
PERMANENT 
OVERTIME 
TEMPORARY 
M  AN'  0  AT  DRY 


001 
003 
010 
02  0 
060 
120 
130 
140 
310 
370 


UED 

MAINTENANCE 
SALARIES  -  MISC. 
SALARIES  -  CRAFTS 


SALARIES 

FRINGE  BENEFITS 
OTHER  CURRENT  SERVICES 
MATERIALS  L  SUPPLIES 
FIXED  CHARbtS 
CENTRAL  SHOPS 
rtOKKERS  COMPENSATION  <KET> 
TOTAL 


51,069 

1,669,134 

20 i GOO 

450 

471,593 

5,6S3 

150, *13 

4,855 

32 ,660 

"io,540 

2»<t6V.397 


01 
01 
01 
01 
10 
10 
10 
10 
10 
22 
30 


05 
001 
010 
020 
060 
101 

111 

120 
130 
lfO 
22  0 
310 


CAMP  MATHER 
PERMANENT  SALARIES 
OVEcTlMt 
»£MpijK.AkY 
MANDATORY 


MISC. 


salaries 

fp  inge  benefits 
mcdical  scrvice  contract 
use  of  employees  cars 
other  correct  services 
materials  &  supplies 
fixed  charges 

EuUlPMtJ.T 
CENTRAL    SriOP 
TCTAL 


/2,23t 
ft  ,  500 

5b, 99* 

t,140 

4,bC0 

200 

13,^00 

92,050 

S.099 

9,811 

1,300 

227,332 


06       GOLF 
01    00  1    PERMANETJT    SALARIES    -    fISC. 
01    003      PERMAIvENT    SALARIES   -   CRAFTS 
01    060      MAi>DATOhY    FrIKGE    BENEFITS 
TOTAL 


<-72,  350 
52,650 
75,000 

AOCOOO 


07 

01 

001 

01 

00  3 

01 

010 

01 

012 

01 

020 

01 

C6U 

10 

100 

10 

111 

10 

12C 

10 

130 

ZOO 

PERMANENT  SALARIES  -  MISC. 

PtHtfANENT  SALAr.IES  -  CRAFTS 

OVERTIME 

HOLIDAY  PAY 

TEMPG.-sArtY    SALARIES 

M^NUATU''Y    FRINGE    BENEFITS 

t'ROFEsSlf^AL    L    SPECIAL    SERVJCfcS 

USE    CF    EtfPLcYEES    CARS 

UiHE^    Cu-*RE:  7    SERVICES 

MATeKZauS    L    SUPPLIES 


50t,959 
1*»1,67<» 

1,800 
13,000 

*.,500 
202  ,3t.& 

150 

i^,32v 
ls5,000 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAR    1976-1979 

NUMBER                DESCRIPTION  AMOUNT 

01   001      GENERAL   FUND   -  CONTINUED 

42    RECREATION    AND   PARK    COMMISSION   -  CONTINUED 

03  PARK   -  CONTINUED 
07      ZOO   -  CONTINUED 

10    140      FIXED   CHARGES  1*650 

30   330      LIGHT   HEAT   &    POWER  35,149 

TOTAL  1*130.267 

TOTAL   PARK  11,912,865 

04  PLANNING    AND    DEVELOPMENT 
02   PROJECTS 

49   490      REVENUE    TRANSFERS  347,713 

TOTAL  347,713 

TOTAL   -  RECREATION  AND   PARK   COMMISSION  17,329,703 

44  EMPLOYEES  RETIREMENT  SYSTEM 

01  001   PERMANENT  SALARIES  1,030,344 

OVERTIME  400 

TEMPORARY  SALARIES  5,000 

FEES  6  OTHER  COMPENSATION  3,600 

MANDATORY  FRINGE  BENEFITS  312,532 

PROFESSIONAL  6  SPECIAL  SERVICES  3,250 

USE  OF  EMPLOYEES  CARS  1,100 

OTHER  CURRENT  SERVICES  166,576 

MATERIALS  t  SUPPLIES  12,500 

RENTAL  OF  PROPERTY  63,768 

EQUIPMENT  6,993 

REAL  ESTATE  100 

CONTROLLER  20,000 

CONTROLLER  DATA  PROCESSING  252,2  37 

WORKERS  COMPENSATION  IRETI  4,231,361 

TOTAL  6,109,761 

45  SOCIAL    SERVICES 

01    001      PERMANENT    SALARIES    -  MISC.  19,229,120 

01    010      OVERTIME  4,000 

01    020      TEMPORARY    SALARIES  4)15,000 

01   060      MANDATORY    FRINGE    BENEFITS  5,655,976 

10    100      PROFESSIONAL    t   SPECIAL   SERVICES  l,4iw,275 

10    111      USE    OF    EMPLOYEES    CARS  7C00C 

10    120      OTHER    CURRENT    SERVICES  932,252 

10    130      MATERIALS    t    SUPPLIES  202,260 

10    14C      FIXED    CHARGES  295,720 
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01 

010 

01 

02  0 

01 

040 

01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

146 

22 

22  0 

30 

303 

30 

339 

30 

340 

30 

370 

EXPENDITURE    APPROPRIATIONS  FISCAL    YsA<    i.97ti-l  >j79 

NUMBER                  DESCRIPTION  AMi'UM 

Oi    001       t,L\tKAL    Fu!U    -   CONTINUED 

45  SOCIAL  SERVICES  -  CONTINUED 

rltNTAL    OF    PivflPEKTY  l,34*,9f;4 

AID    TU    FAMILIES    WITH    DEPENDENT    CHlLC-iN  60,500,000 

AFDC    SPECIAL    SEKVICE    COST  4a,000 

AFUC    TRAILING    ALLOWANCE    -    Wl\    PKOGRAM  250,000 

GENERAL    ASSISTANCE  4,i70,000 

foste*  care  of  children  10, 022, oeo 

AID    F  >/.    ADOPTION    OF    CHILDaEK  4^t>,664 

AID    TO    BLIND  51,522 
SPECIAL    CIRCUMSTANCES    PAYMENTS    -    BlI-.D    L    uISABLE            130,000 

DAY    CAnt    -    MAINTENANCE    OF    EFF^r.T  2o±,060 

HOME    CONTRACTUAL    SERVICES  12,6:>6,72fc 

^EFUGcES    L    REPATRIATES    -    FEDERAL  204,000 

IND.CHINEiE    REFUGEE    PROGRAM  993,600 

EUUIPME?<T  269,2^0 

CITY    ATT.lKNtY  1<:0,1C1 

REAL    ESTATE  500 

SHEMhF  2, OHO 

TAX   CQLLECTim  5,000 

PUBLIC    WJKKS    GENERAL    OFFICE  2u2,212 

CENTRAL    SHOPS  12,000 

BUILDIal,    HLPAIR  10,334 

LIGHT,    HEAT    AND    POWER  96,119 

CONTROLLER    DATA    PROCESSING  l,311,oc5 

REVENUE    TRANSFERS  619,000 

TijTAL  122,6^2,412 

46  WAR  MEMORIAL 
01   GtNcKAL 

01    001       PERMANENT    SALARIES    -    MISC.  1^3,228 

01    003      PERMANENT    SALaRlES    -    CRAFTS  3iE,3ti6 

01    010      OVERTIME  500 

01    012       HULIDAY    PAY  t5,5U0 

01    013      EXTENDED    WORK.    WEEK  4,600 

01    020      TEKPCnAKY    SALAkIES  ll,2iS 

01    060      MANDATORY    FRINGE    BENEFITS  163,472 

10    120      3THER    CURRENT    SERVICES  -i.fc,890 

10    130      MATERIALS    L    SUPPLIES  ..2,000 

10    140       FIXED    CHAFES  55,000 

30    33C       LIGHT,    HEAT    t    P'JWER  79,552 

30    370      rfCRKe«S    C3MPENSAT1G&     (RED  9,000 

30    371       RcCREATIOi\    L    PaSk.  ^3,214 

49    -,90       REVENUE    Tl-AtvSFE-S  70,000 

T-TAL  1,0^,600 


10 

146 

10 

150 

10 

151 

10 

152 

10 

153 

10 

154 

10 

15  5 

10 

156 

10 

157 

10 

158 

10 

159 

10 

160 

10 

161 

22 

220 

30 

30  2 

30 

30  3 

30 

306 

30 

30  7 

30 

30  8 

30 

310 

30 

318 

30 

33  0 

30 

340 

49 

49  0 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEA*.    1978-1979 

NUMBER                 DESCRIPTION  AMOUNT 

01    001      GENERAL    FUND   -   CONTINUED 

46      MAR    MEMORIAL    -    CONTINUED 

02      ART    MUSEUM 

01   001      PERMANENT    SALARIES   -  MISC.  35,lol 

01   010      OVERTIME  1,896 

01    012      HOLIDAY    PAY  1,000 

01    020      TEMPORARY   SALARIES  1,557 

01    060      MANDATORY    FRINGE    BENEFITS  11,024 

10    120      OTHER   CURRENT   SERVICES  67,000 

10   130      MATERIALS    I    SUPPLIES  9,564 

30    330      LIGHT,    HEAT    t    POWER  21,070 

TOTAL  148,272 

TOTAL    MAR   MEMORIAL  1,202,872 

48      COMMISSION   ON   THE    STATUS    OF    WOMEN 

01    001      PERMANENT    SALARIES   -  MISC.  35,734 

FEES    6    OTHER   COMPENSATION  4,500 

MANDATORY   FRINGE    BENEFITS  10,384 

USE    OF    EMPLOYEES   CARS  200 

OTHER   CURRENT   SERVICES  6,o80 

MATERIALS   U    SUPPLIES  2,800 

RENTAL    OF    PROPERTY  14,400 

TOTAL  74,6  98 

60      CALIFORNIA    ACADEMY    OF    SCIENCES 

01    001      PERMANENT    SALARIES   -   MISC.  93,328 

PERMANENT    SALARIES    -   CRAFTS  217,813 

OVERTIME  400 

HOLIDAY    PAY  10,900 

TEMPORARY    SALARIES  13,150 

MANDATORY    FRINGE    BENEFITS  96,873 

PROFESSIONAL    t   SPECIAL   SERVICES  469,225 

CENTRAL   SHOPS  600 

REVENUE    TRANSFERS  40,000 

TOTAL  942,489 


01 

040 

01 

060 

10 

111 

10 

120 

10 

130 

10 

146 

01 

003 

01 

010 

01 

012 

01 

020 

01 

060 

10 

100 

30 

310 

49 

490 
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EXPENDITURE  APPkGPkIAtIONS 


FISCAL  Y£k-  i9"re-197y 


NUMtJfc' 


DESCMP'lUM 


hM:U;.i 


01  001   GENERAL  FUND  -  CONTINUED 


61   FINE  ARTS 
01   GENERAL 


MUSEUMS  OF  SAN  FRA»C1SCJ 


01 

001 

01 

003 

01 

010 

01 

012 

01 

02  0 

01 

06  0 

10 

100 

10 

111 

10 

120 

10 

130 

10 

140 

22 

2<-0 

30 

310 

30 

330 

30 

350 

30 

370 

49 

490 

PERMANENT  SALARIES  -  MISC. 
PERMANENT  SALAKIES  -  CRAFT 
OVERTIME 
HULIDAY  PAY 
TcMPCKAnY  SALAKIES 
MANDATORY  FRINGE  BENFFITS 
PROFESSIONAL  C  SPECIAL  SERVICES 
USE  CF  ErtPLCY^ES  CARS 

othek  current  services 
materials  ».  supplies 
fixed  charges 

EtiUlPrfENT 
CENTRAL    SHOPS 
LIGHT,    HSaT    t    POWER 
REPRODUCTION 

WORKfcKS    COMPENSATION    IRETl 
RtV^MJS    TRANSFERS 
TOTAL 


1,0*6,^75 

153,707 

1  ?  ouG 

22,4GC 

2»<*iA 

3b2,907 

3,500 

925 

110,089 

<lO,16C 

13,750 

7,2b5 

l,5uG 

123,322 

fcG 

10,000 

70,000 

2,022,094 


62       ASIAN    ART    MUSEUM    OF    SAN    FRANCISCj 
01    001      PEKMAf.ENT    SALARIES    -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    100      PROFESSIONAL    t    SPECIAL    SERVICES 
10    111      USE    OF    EMPLCYfcES    CARS 
10    120      OTHti\    CURRENT    SERVICES 
10    130      MATERIALS    t    SUPPLIES 
10    140      FIXED    CHANGES 
22    22  0      LUUlPMchT 

30    370      WORKERS    COMPENSATION    JRETI 
49    490      nEVEN'UE    T°ANSFEKS 
TOTAL 


229,51V 

65,044 

^8,760 

50 

40 , 1 1 0 

15,350 

6,000 

9,0-»2 

33«. 

1j,000 

•4^5,009 


63       LAW    LI3)*APY 

01    001       PE**A"Ef.r    SALARIES    -    MISC. 
MANDATORY    FRINGE    BENEFITS 
OTntR    CU«KE\'T    SEKVICES 

materials  l  supplies 

"L.TAL 


01  060 
10  120 
10    130 


70,622 

1,015 
120 

9C,e*e 


HA,',E 


EXPENDITURE    APPROPRIATIONS 


FISCAL    YfcA*    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01    001      GENERAL    FUND    -   CONTINUED 


70      CHIEF    ADMINISTRATIVE    OFFICER 
01      GENERAL 

01    001       PERMANENT    SALARIES    -    MISC. 
TEMPORARY    SALARIES 
MANDATORY    FRINGE    BENEFITS 
PROFESSIONAL    &    SPECIAL    SERVICES 
OTHER   CURRENT   SERVICES 
MATERIALS    &    SUPPLIES 
FIXtD    CHARGES 
CENTRAL    SHOPS 
TOTAL 


01  020 
01  060 
10  100 
10  120 
10  130 
10  140 
30   310 


123,136 

99,531 

49,500 

63,000 

14,220 

2,710 

28,741 

600 

401,438 


20      PUBLIC    POUND 
10   100      PROFESSIONAL    fc    SPECIAL    SERVICES 
TOTAL 


537,040 
537,040 


TOTAL  CHIEF  ADMINISTRATIVE  OFFICER 


938,478 


71      REAL   ESTATE 

01  GENERAL 

01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  £  SUPPLIES 
10  140   FIXED  CHARGES 
10  146   RENTAL  OF  PROPERTY 
22  220   EUUIPMENT 
30  30  3   REAL  ESTATE 
30  310   CENTRAL  SHOPS 
49  490   REVENUE  TRANSFERS 
TOTAL 

02  AUDITORIUM  AND  BROOKS  HALL 
01  001   PERMANENT  SALARIES  -  MISC, 
01  010   OVERTIME 

01  020  TEMPORARY  SALARIES 

01  060  MANDATORY  FRINGE  BENEFITS 

10  120  OTHER  CURRENT  SERVICES 

10  130  MATERIALS  U    SUPPLIES 

10  140  FIXED  CHARGES 

30  310  CENTRAL  SHOPS 

30  318  BUILDING  REPAIR 

30  330  LIGHT,  HEAT  AND  POWER 
TOTAL 

TOTAL  -  REAL  ESTATE 


113,261 

30, 

1O66 

5, 

,943 

575 

21, 

,042 

285, 

,000 

150 

5, 

iOOO 

485 

17, 

,500 

479, 

,042 

209, 

,252 

35, 

,100 

33, 

,600 

69 

,852 

52. 

,428 

22, 

,100 

15 

,000 

9^0 

90, 

,000 

c3, 

,7lB 

612 

,  000 

l,U9l, 

,042 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEA*    1978-1V79 


NUMBER 


DESCRIl-TION 


AM(_JI\T 


01  001   GENERAL  FUND  -  CONTINUED 


72   COUNTY  AGRICULTURE 

01   DEPARTMENT  CF  AGRICULTURE 
01  001   PERMANENT  SALARIES  -  MISC. 
01  012   HOLIDAY  PAY 
01  060   MANDATORY  FRINGE  BENEFITS 
10  111   USE  OF  EMPLOYEES  CAKS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  t  SUPPLIES 
10  14&   RENTAL  OF  PROPERTY 
TOTAL 


130,032 

5b5 

37,956 

2,447 

2,312 

475 

10,0fa0 

183,887 


02   FARMERS  MARKET 
01  001   PERMANENT  SALARIES  -  MISC. 
01  012   HOLIDAY  PAY 
01  020   TEMPORARY  SALARIES 
01  060   MANDATORY  FRINGE  BENEFITS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  U  SUPPLIES 
10  140   FIXED  CHAKGES 
TOTAL 

TOTAL  AGRICULTURE 


38,549 
315 
645 

11,917 

3.55U 

1,045 

4,b85 

o0,714 

2*4,601 


73      WEIGHTS    t    MEASURES 

01  001   PERMANENT  SALARIES  -  MISC. 
MANDATORY  FRINGE  BENEFITS 
OTHER  PROFESSIONAL  SERVICES 
OTHER  CuRkENT  SERVICES 
MATERIALS  L  SUPPLIES 
CENTRAL  SHOPS 
TOTAL 


01  060 
10  100 
10  120 
10  130 
30  310 


103,211 

30,276 

700 

560 

2,824 

2,500 

140,071 


74      CORONER 

01    001      PERMANENT    SALARIES    -   MISC. 
01    010      OVERTIME 
01    012      HOLIDAY    PAY 
01    020      TEMPORARY    SALARIES 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER    CURRENT    SERVICES 
10    130      MATERIALS    J.    SUPPLIES 
10    140       FIXED    CHARTS 
22    220      EUUIPMEt.T 
30    310      CENTRAL    SrlCPS 
TOTaL 


568,005 

746 

12, CCO 

.  a, 300 

1  j3,0t>* 

13,774 

16,000 

250 

632 

2,200 

757,171 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMCUNT 


01   001      GENERAL   FUND    -   CONTINUED 


75      ELECTRICITY 

01    001      PERMANENT    SALARIES    -  NISC. 

PERMANENT   SALARIES  -   CRAFTS 

OVERTIME 

HOLIDAY    PAY 

TEMPORARY    SALARIES 

MANDATORY   FRINGE    BENEFITS 

PROFESSIONAL    L   SPECIAL    SERVICES 

USE    OF    EMPLOYEES   CARS 

OTHER   CURRENT    SERVICES 

MATERIALS    L    SUPPLIES 

FIXED   CHARGES 

RENTAL    OF    PROPERTY 

EQUIPMENT 

REAL   ESTATE 

CENTRAL    SHOPS 

PURCHASING 

LIGHT,    HEAT   AND    POWER 

REVENUE   TRANSFERS 
TOTAL 


01 

00  3 

01 

010 

01 

012 

01 

020 

01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

140 

10 

146 

22 

220 

30 

303 

30 

310 

30 

311 

30 

330 

49 

490 

661,661 

e66,033 

12,000 

50,598 

33,544 

440,317 

1,544 

432 

10,993 

104,504 

975 

36 

10,975 

300 

22,225 

8,942 

24,120 

7,500 

2,256,699 


76      FINANCE    C   RECORDS 
01    001      PERMANENT    SALARIES   -  NISC. 
01   060      MANDATORY   FRINGE    BENEFITS 
10    120      OTHER   CURRENT  SERVICES 
10   130      MATERIALS   t    SUPPLIES 
TOTAL 


35,037 

9,562 

1,218 

100 

45,917 


77     COUNTY   CLERK 

01      CLERK   OF    SUPERIOR   COURT 
01    001      PERMANENT    SALARIES   -  MISC. 
01    060      MANDATORY    FKIKGE    BENEFITS 
10    120      OTHER   CURRENT   SERVICES 
01    130      MATERIALS    L    SUPPLIES 
22    220      EQUIPMENT 

30    340      CONTROLLER    DATA    PROCESSING 
TOTAL 


1,446,036 

427,007 

52,270 

49,000 

320 

30,991 

2,005,624 
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EXPENDITURE    AHPhOPHATIONS 


FISCAL  YEA<  1973-1979 


NUMBER 


DESCRIPTION 


AMGU'.T 


01    001      GENERAL    FUND    -   CONTINUED 

77      COUNTY   CLERK   -  CONTINUED 

02      GENeRAL    OFFICE 
01    001      PERMANENT    SALARIES    -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER    CURRENT    SERVICES 
10    130      MATERIALS    t    SUPPLIES 
TOTAL 

TOTAL    COUNTY   CLERK 


55, 4&3 

16,000 

7,050 

2,000 

60,513 

2,086,137 


78      RECORDER 

01    001      PERMANENT    SALARIES    -  MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER    CURRENT    SERVICES 
10    130      MATERIALS    L.    SUPPLIES 
30   340      CONTROLLER    DATA    PROCESSING 
TOTAL 


186,079 

57,743 

9,650 

9,400 

35,000 

300,072 


79      PUBLIC    ADMINISTRATOR    -  PUBLIC    UJARDlAN 
01    001      PERMANENT    SALARIES    -  MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 

io  ioo  professional  e  special  services 

10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  t  SUPPLIES 
10  146   RENTAL  LF  PROPERTY 
30  310   CENTRAL  SHOPS 
TOTAL 


357,556 

1C4,1(?5 

250 

12,970 

5,650 

34,250 

300 

515,163 


80      REGISTRAR 

01    001  PERMANENT    SALARIES    -   MISC. 

01    010  OVERTIME 

01    020  TEMPORARY    SALARIES 

01    040  FEES    t    OTHER    COMPENSATION 

01    060  MANDATORY    FPINGE    BENEFITS 

10    111  USE    OF    EMPLOYEES    CARS 

10    120  OTHER   CURRENT    SERVICES 

10    130  MATERIALS    t    SUPPLIES 

10    140  FIXED    CHARGES 

10    146  RENTAL    OF    PROPERTY 

30    340  CONTRILLE"    DATA    PROCESSING 
TOTAL 


252,222 

15,000 

115,  <.33 

133,000 

71,143 

300 

316,576 

2,050 

5,675 

21,000 

96,576 

1,050,979 
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EXPENDITURE   APPROPRIATIONS 


FISCAL    YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMCUMT 


01  001      GENERAL   FUND   -  CONTINUED 


81      TAX  COLLECTOR 

01   001  PERMANENT    SALARIES   -  MISC. 

01   010  OVERTIME 

01   020  TEMPORARY    SALARIES 

01    060  MANDATORY    FRINGE    BENEFITS 

10    100  PROFESSIONAL    t   SPECIAL   SERVICES 

10    111  USE    OF    EMPLOYEES   CARS 

10    120  OTHER   CURRENT   SERVICES 

10    130  MATERIALS    6    SUPPLIES 

22   220  EQUIPMENT 

30   302  CITY  ATTORNEY 

30   310  CENTRAL    SHOPS 

30   340  CONTROLLER   DATA   PROCESSING 
TOTAL 


1,666,881 

3,000 

66,773 

479,420 

750 

1,5  00 

145,800 

45,641 

750 

37,115 

2,000 

310,785 

2,760,417 


82      RECORDS   CENTER 

10    100      PROFESSIONAL    &    SPECIAL    SERVICES 

OTHER   CURRENT   SERVICES 

FIXED   CHARGES 

RENTAL  OF    PROPERTY 
TOTAL 


OF   PUBLIC    HEALTH  -  CENTRAL    OFFICE 
DMXNISTRATION 
PERMANENT   SALARIES   -  MISC. 
OVERTIME 

TEMPORARY    SALARIES 
FEES   AND   UTHER  COMPENSATION 
MANDATORY   FRINGE   BENEFITS 
PROFESSIONAL    £   SPECIAL   SERVICES 
MEDICAL   SERVICE    CONTRACT 
USE    OF    EMPLOYEES   CARS 
OTHER   CURRENT   SERVICES 
MATERIALS    t    SUPPLIES 
FIXED   CHARGES 
CENTRAL    SHOPS 
REVENUE    TRANSFERS 
TOTAL 


10 

120 

10 

140 

10 

146 

83 

DEPT 

01      A 

01 

001 

01 

010 

01 

02  0 

01 

040 

01 

060 

10 

100 

10 

101 

10 

111 

10 

120 

10 

130 

10 

140 

30 

310 

49 

490 

73,341 

200 

35 

1,100 

74,676 


584,496 

350 

1,500 

5,200 

131,220 

51,700 

11,500 

1,200 

300,780 

8,500 

16,000 

12,859 

444,093 

1,561,398 
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EXPENDITURE  APPROPRIATIONS 


FISCAL    YtA*.    1976-1979 


NUMBER 


DESCRIPTIDN 


AMOUjs"» 


01    001      GENERAL    FUND    -  CONTINUED 

83    DEPT   CF    PUbLiC    HEALTH    -   CENTRAL    OFFICE    -  C TNTIKuED 

02      ACCOUNTING 

01    001      PERMANENT    SALARIES    -  MISC.  <.4b,160 

01    020      TEMPORARY    SALARIES  500 

01    060      MANDATORY    FRINGE    BENEFITS  72,284 

10    120      OTHER   CURRENT   SERVICES  280 

10    130      MATERIAL    L    SUPPLIES  400 

30    340      CONTROLLER    DATA    PROCESSING  1,279,812 

TOTAL  1,601,436 


03      JAIL    MEDICAL    SERVICES 
01    001      PERMANEKT    SALARIES    -   MISC. 
01   010      OVERTIME 
01    012      HOLIDAY    PAY 
01    020      TEMPORARY    SALARIES 
01    060      MANDATORY    FRINGE    BENEFITS 
10    100      PROFESSIONAL    6    SPECIAL    SERVICES 
10    111      USE    OF    EMPLOYEES    CARS 
10    120      OTHER    CURRENT    SERVICES 
10    130      MATERIALS    t    SUPPLIES 
30    30*      SF    GENERAL    HOSPITAL 
TOTAL 


4o9,9C0 

1,100 

10,000 

8,000 

91,455 

11,000 

1,300 

2,600 

46,750 

1,263,854 

1,925,9d9 


04      MICROBIOLOGY 


01 

001 

PERMANENT  SALARIES  -  MISC. 

01 

010 

OVERTIME 

01 

012 

HOLIDAY  PAY 

01 

020 

TEMPORARY  SALARIES 

01 

060 

MANDATORY  FRINGE  BENEFITS 

10 

10  0 

PROFESSIONAL  £  SPECIAL  SERVICES 

10 

120 

OTHER  CURRENT  SERVICES 

10 

130 

MATERIALS  t  SUPPLIES 
TOTAL 

291,499 

500 

300 

4,650 

81,066 

100 

2,775 

47,150 

428,040 


05      CHEMICAL    LAb 
01    001      PERMANENT    SALARIES   -  MISC. 
01    012      HOLIDAY    PAY 
01    060      MA^DAlOnY    FRINGE    BENEFITS 
10    120      JTHEK   CURRENT   SERVICES 
10    130      MATERIALS    L    SUPPLIES 
T;,TaL 


118,326 
1,174 

.j4,222 

1,275 

11,450 

106,t47 


fAGt       91 


EXPENDITURE    APPROPRIATIONS 


FISCAL    YtAK    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01   001      GENERAL   FUND   -  CONTINUED 

83   DEPT  OF   PUBLIC    HEALTH   -  CENTRAL   OFFICE   -  CONTINUED 


06      MATERNAL    AND   CHILD    HYGIENE 
01   001      PERMANENT    SALARIES   -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    101      MEDICAL   SERVICE   CONTRACT 
10   111      USE    OF    EMPLOYEES   CARS 
10   120     OTHER   CURRENT   SERVICES 
10   130      MATERIALS    t    SUPPLIES 
TOTAL 


346,855 

82,308 

615,000 

700 

1,250 

2,550 

1,046,663 


03      DISEASE   CONTROL 
01   001      PERMANENT   SAURIES   -  MISC. 
01   060      MANDATORY   FRINGE    BENEFITS 
10    100      PROFESSIONAL    f.    SPECIAL    SERVICES 
10   111      USE   OF    EMPLOYEES   CARS 
10    120      OTHER  CURRENT   SERVICES 
10    130      MATERIALS    fc   SUPPLIES 
TOTAL 

09      DENTAL    BUREAU 
01    001      PERMANENT   SALARIES   -  MISC. 
01   060      MANDATORY   FRINGE    BENEFITS 
10    120      OTHER  CURRENT   SERVICES 
10    130      MATERIALS    t    SUPPLIES 
TOTAL 


127,732 

25,474 

17,850 

800 

663 

5,560 

178,079 

201,009 

41,091 

1,353 

8,547 

252,000 


10      FOOD    6   SANITARY    INSPECTION  AND   RODENT   CONTROL 
01      FOOD    &   SANITARY    INSPECTION 

01    001      PERMANENT    SALARIES   -  MISC.  1,085,693 

01   010      OVERTIME  2,400 

01    020      TEMPORARY    SALARIES  500 

01   040     FEES   t   OTHER   COMPENSATION  500 

01    060      MANDATORY    FRINGE    BENEFITS  304,904 

10    111      USE    OF    EMPLOYEES   CARS  28,000 

10    120      OTHER   CURRENT   SERVICES  3,060 

10    130      MATERIALS   K    SUPPLIES  20,325 

30   310      CENTRAL    SHOPS  9,000 

TOTAL  1,454,382 


PACE      92 


02 

01 

001 

01 

06  0 

10 

111 

10 

120 

10 

130 

22 

220 

30 

310 

EXPENDITURE  APPROPRIATIONS  FISCAL  YEAR  1978-1979 

NUMBER       DESCRIPTION  aKCUNT 

01  001   GENERAL  FUND  -  CONTINUED 

83  DEPT  OF  PUBLIC  HEALTH  -  CENTRAL  OFFICE  -  CONTINUED 

10  FOOD    L    SANITARY  INSPECTION  AND  RODENT  CONTROL  -  CONTINUED 
RODENT  CONTROL 

PERMANENT  SALARIES  -  MISC.  76tl28 

MANDATORY  FRINGE  BENEFITS  23,454 

USE  OF  EMPLOYEES  CARS  5,250 

OTHER  CURRENT  SERVICES  500 

MATERIALS  L    SUPPLIES  4,150 

EQUIPMENT  150 

CENTRAL  SHOPS  450 

TOTAL  110,082 

TOTAL  INSPECTION  £,  RODENT  COt.TROL  1,56',, 464 

11  MEDICAL  CLINIC  -  JUVENILE  COURT 

01    001      PERMANENT    SALARIES    -    MISC.  158,453 

01    012      HOLIDAY    PAY  1,000 

01    020      TEMPORARY    SALARIES  3,500 

01    060      MANDATORY    FRINGE    BENEFITS  35,825 

10    120      OTHER    CURRENT   SERVICES  100 

10    130      MATERIALS    t    SUPPLIES  3,700 

TCTAL  202,578 

12  HEALTH   CENTERS 

01    001      PERMANENT    SALARIES    -  MISC.  3,205,576 

01    060      MANDATORY    FRINGE    BENEFITS  7S1.509 

10    100      PROFESSIONAL    £    SPECIAL    SERVICES  200 

10    111      USE    UF    EMPLOYEES    CARS  17,000 

10    120      OTHER    CURRENT    SERVICES  33,697 

10    130      MATERIALS    6    SUPPLIES  58,810 

10    146      RENTAL    OF    PROPERTY  1,608 

30   310      CENTRAL    SHOPS  1,600 

TOTAL  4,100,000 

13  PUBLIC  HEALTH  EDUCATION 

01  001   PERMANENT  SALARIES  -  MISC.  <*3,084 

01  060   MANDATORY  FRINGE  BENEFITS  11,378 

10  120   OTHER  CURRENT  SERVICES  •  3,077 

10  130   MATERIALS  L    SUPPLIES  4,908 

TOTAL  &2,*47 


PAGfc   V3 


EXPENDITURE    APPROPRIATIONS 


FISCAL    Y6AK     i.978-1979 


NUMBER 


DESCRIPTION 


AMUUNT 


01  001   GENERAL  FUND  -  CtNTINUEB 

83  DEPT  OF  PUBLIC  HEALTH  -  CENTRAL  OFFICE  -  CONTINUED 

15  STATISTICS  L   RECORDS 

01  001   PERMANENT  SALARIES  -  MISC. 

01  020   TEMPORARY  SALARIES 

01  060   MANDATORY  FRINGE  BENEFITS 

io  120    other  current  services 

10  130   MATERIALS  £  SUPPLIES 
22  220   EgUIPMENT 
TOTAL 

16  TUBERCULOSIS 

01  001   PERMANENT  SALARIES  -  MISC. 
MANDATORY  FRINGE  BENEFITS 
PROFESSIONAL  L  SPECIAL  SERVICES 
USE  OF  EMPLOYEES  CARS 
OTHER  CURRENT  SERVICES 
MATERIALS  £  SUPPLIES 
RENTAL  OF  PROPERTY 
TOTAL 

17  VENEREAL  DISEASE  CONTROL 

01  001  PERMANENT  SALARIES  -  MISC. 

01  003  PERMANENT  SALARIES  -  CRAFT 

01  060  MANDATORY  FRINGE  BENEFITS 

01  111  USE  OF  EMPLOYEES  CARS 

01  120  OTHER  CURRENT  SERVICES 

01  130  MATERIALS  L    SUPPLIES 

01  140  FIXED  CHARGES 

10  146  RENTAL  OF  PROPERTY 
TOTAL 

18  HASSLER  HOSPITAL 

10  120   OTHER  CURRENT  SERVICES 
10  140   FIXED  CHARGES 
TOTAL 

TOTAL  CENTRAL  OFFICE 


01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

146 

126,587 

1,000 

34,536 

10,646 

6,925 

2,700 

18<»,394 


351,998 

68,760 

750 

400 

2,755 

20,300 

2,192 

467,155 


^83,72* 

97,879 

120,605 

3,000 

5,307 

t>2,700 

100 

10,300 

784,115 


32,400 

5,500 

37,900 

14,565,075 
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01 

001 
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010 
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01 
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10 
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30 

304 

30 

310 

30 

328 

49 

490 

EXPENDITURE  APPROPRIATIONS  FISCAL  YEAR  1978-1979 

NUMBER       DESCRIPTION  AMOUNT 

01  001   GENERAL  FUND  -  CONTINUED 

OF  PUBLIC  HEALTH  -  EMERGENCY  MEDICAL  SERVICES 

PERMANENT  SALARIES  -  MISC.  1,455,043 

OVERTIME  2f790 

HOLIDAY  PAY  80,931 

TEMPORARY  SALARIES  146,153 

MANDATORY  FRINGE  BENEFITS  34-1,173 

OTHER  CURRENT  SERVICES  24,900 

MATERIALS  t.  SUPPLIES  46,300 

EQUIPMENT  7,500 

S.F.  GEK6RAL  HOSPITAL  15,000 

CENTRAL  SHOP  42,000 

LAGUNA  HONDA  15,000 

REVENUE  TRANSFERS  35,000 

TOTAL  2,211,790 

DEPT  OF  PUBLIC  HEALTH  -  LAGUNA  HOKIDA  HOSPITAL 

PERMANENT  SALARIES  -  MISC.  13,241,309 

PERMANENT  SALARIES  -  CRAFTS  151,907 

OVERTIME  4,000 

HOLIDAY  PAY  328,815 

TEMPORARY  SALARIES  14,000 

FEES  AND  OTHER  COMPENSATION  5,220 

MANDATORY  FRINGE  BENEFITS  3,826,189 

PROFESSIONAL  L    SPECIAL  SERVICES  20,160 

MEDICAL  SERVICE  CONTRACT  14,480 

OThER  CURRENT  SERVICES  246,441 

MATERIALS  £  SUPPLIES  1,469,445 

EQUIPMENT  136,000 

CENTRAL  SHOPS  5,500 

BUILDING  REPAIR  77,314 

LAGUNA  HONDA  300,000 

REVENUE  TRANSFERS  578,300 

TOTAL  20,419,080 

86  DEPT  OF  PUBLIC  HEALTH  -  SAN  FRANCISCO  GENERAL  HOSPITAL 

01      SFGH    -  GENERAL 

01   001      PERMANENT    SALARIES    -   MISC.  26,S76,147 

01    003      PERMANENT   SALARIES   -  CRAFT  840,528 

01    010      OVERTIME  100,000 

01    012      HOLIDAY    PAY  440,000 

01    014      DIFFERENTIAL    PAY  1,031 

01    020      TEMPORARY    SALARIES  522,052 

01    060      MANDATORY    FRINGE    BENEFITS  o,4<:3,92o 

10    100      PROFESSIONAL    t    SPECIAL    SERVICES  ^48,000 

10    101      MEDICAL    StkVICE    CONTRACT  200, OOC 
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EXPENDITURE    APPROPRIATIONS  FISCAL   YEA*    1976-1979 

NUMBER                DESCRIPTION  AMCUNT 

01   001      GENERAL  FUND   -  CONTINUED 

86    DEPT   OF    PUBLIC    HEALTH    -   SAN    FRANCISCO   GENERAL    HOSPITAL 

01      SFGH   -  GENERAL  -  CONTINUED 

10   120     OTHER   CURRENT   SERVICES  2,307,231 

10   130      MATERIALS    6    SUPPLIES  4,661,141 

22    220      EQUIPMENT  198,454 

30    300      POLICE  69,232 

30   303      REAL   ESTATE  7,500 

30    310      CENTRAL   SHOPS  6,000 

30    311      PURCHASING  44,709 

30    318      BUILDING    REPAIR  37,314 

30    328      LAGUNA   HONDA  190,000 

49    490      REVENUE    TRANSFERS  459,165 
TOTAL                                                                                                               43,632,430 

20      U.C.    CONTRACT 

01    001      PERMANENT    SALARIES    -  MISC.  208,844 

01    060      MANDATORY    FRINGE    BENEFITS  48,933 

10    101      MEDICAL    SERVICE    CONTRACT  5,892,853 

TOTAL  6,150,630 

30      SFGH    -   PSYCHIATRIC 

01  SFGH    -   PSYCHIATRIC    ADMINISTRATION 

01    001      PERMANENT    SALARIES    -  MISC.  211,084 

01    060      MANDATORY    FRINGE    BENEFITS  49,459 

10    101      MEDICAL    SERVICE    CONTRACT  *97,347 

10    120      OTHER   CURRENT  SERVICES  2,600 

10    130      MATERIALS    6    SUPPLIES  4,300 

TOTAL  764,790 

02  SFGH   -   PSYCHIATRIC    MEDICAL 

01  001   PERMANENT  SALARIES  -  MISC.  58,31b 

01  020   TEMPORARY  SALARIES  421 

01  060  MANDATORY  FRIKGE  BENEFITS  13,664 

TOTAL  72,f03 

03  SFGH   -   PSYCHIATRIC    EMERGENCY 

01    001       PERMANENT    SALARIES    -  MISC.  5e6,6oJ 

01    010      OVERTIME  3,07tt 

01    012      HOLIDAY    PAY  8,128 

01    020      TEMPORARY    SALARIES  4,311 

01    060      MANDATOKY    FRINGE    BENEFITS  132,773 

10    120      OTHER    CURRENT    SEV1CES  700 

10    130      MATERIALS    L    SUPPLIES  2,960 

TOTAL  718,610 
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expenditure  ApprueRiATiuNs  fiscal'  yea*  1976-1979 

NUMBER                 DESCRIPTION  AMcUJ 7 

01    001      GENERAL    FUND    -   CONTINUED 

86  DEPT   OF    PUbLIC    HEALTH    -   SAN    FRANCISCO   GENEKAL    HOSPITAL 

30  SFGH    -    PSYCHIATkIC    -   CONTINUED 
04      SFGH    -   PSYCHIATRIC    INPATIENT 

01    001      PERMANENT    SALARIES    -    MISC.  1,^33,767 

01    020      TEMPORARY    SALARIES  15,991 

01    060      MANDATORY    FRINGE    BENEFITS  335,941 

10    120      OTHER    CURRENT    SERVICES  327,226 

10    130      MATERIALS    t    SUPPLIES  104,945 

TOTAL  2,217,670 

31  SFGH   -   METHADONE 

01    001      PERMANENT    SALARIES    -  MISC.  325,450 

01    020      TEMPORARY    SALARIES  3,361 

01    060      MANDATORY    FRINGE    BENEFITS  76,256 

10    100      PROFESSIONAL    (.    SPECIAL    SERVICE  34,5*0 

10    120      OTHER    CURRENT    SERVICES  7,6v0 

10    130      MATERIALS    &    SUPPLIES  11,463 

TCTAL  «r5S,750 

TOTAL    SF    GENERAL   HOSPITAL  54,015,463 

87  DEPT    OF    PUBLIC    HEALTH    -   COMMUNITY    MENTAL    rtcA|_TH 
01    ADMINISTRATION 

01    001       PERMANENT    SALARIES    -    MISC.  779,704 

OVERTIME  300 

TEMPORAKY    SALARIES  60,000 

FEES    AND    OTHER    COMPENSATION  4,5C0 

MANDATORY    FRINGE    BENEFITS  221,649 

PROFESSIONAL    6    SPECIAL    SERVICES  271,975 

MEDICAL    SERVICE    CHNTRaCT  11,217,553 

USE    OF    EMPLOYEES    CARS  200 

OTHER    CURRENT    SERVICES  209,738 

MATEKlAcS    t.    SUPPLIES  1^,200 

RENTAL    CiF    PROPERTY  6^,400 

EQUIPMENT  3,057 

CENTRAL    SH'.'PS  450 

TOTAL  12,6*5,726 
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EXPENDITURE    APPROPRIATIONS  FISCAL   YfcAK    1978-1979 

NUMBER               DESCRIPTION  amuJNI 

01    001      GENERAL    FUND    -  CONTINUED 

8T  DEPT   OF    PUBLIC   HEALTH   -  COMMUNITY   MENTAL   HEALTH  -   CONTINUED 

02  CENTER   FOR    SPECIAL   PROBLEMS 

01   001      PERMANENT   SALARIES    -  MISC.  733,169 

FEES    AND   OTHER  COMPENSATION  600 

MANDATORY    FRINGE    BENEFITS  201,456 

PROFESSIONAL   &   SPECIAL   SERVICES  2,645 

MEDICAL   SERVICE    CONTRACT  77,500 

USE   OF    EMPLOYEES   CARS  100 

OTHER   CURRENT   SERVICES  6,513 

MATERIALS    t    SUPPLIES  12,966 

RENTAL   OF    PROPERTY  45,060 

22   220      EQUIPMENT  2,374 

TOTAL  1,082,405 

03  DEVELOPMENTALLY  DISABLED  PROGRAM 

01  001   PERMANENT  SALARIES  -  MISC.  261,189 

FEES  &  OTHER  COMPENSATION  3,000 

MANDATORY  FRINGE  BENEFITS  71,756 

PROFESSIONAL  £.  SPECIAL  SERVICES  4,500 

USE  OF  EMPLOYEES  CARS  1,000 

OTHER  CURRENT  SERVICES  1,500 

MATERIALS  L    SUPPLIES  1,700 

RENTAL  OF  PROPERTY  12,120 

EQUIPMENT  365 

TOTAL  357,130 

05      DISTRICT  V 

01      DISTRICT   V   MHC 

01    001      PERMANENT    SALARIES    -   MISC.  754,744 

01    003      PERMANENT    SALARIES    -  CRAFTS  123,183 

01    010      OVERTIME  1,685 

01    020      TEMPORARY    SALARIES  5,200 

01    060      MANDATORY    FRINGE    BENEFITS  244,597 

10    100      PROFESSIONAL    t    SPECIAL    SERVICES  3,600 

10    101      MEDICAL    SERVICE    CONTRACT  1,357,923 

10    111       USE    OF    EMPLOYEES    CARS  3,500 

10    120      OTHER    CURRENT    SERVICES  16,588 

10    130      MATERIALS    6    SUPPLIES  74,345 

10    140      FIXED    CHARGES  33 

10    146      RENTAL    OF    PROPERTY  34,743 

22    220      EQUIPMENT  2,275 

30   310      CENTRAL    SHOPS  600 

TOTAL  i,t>i5,0U 
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EXPENDITURE    APPROPRIATES  FISCAL' YEAK     1978-1979 

NUMBER                 DESCRIPTION  AMOUNT 

01    001      GENERAL    FUND    -   CONTINUED 

87    DEPT    OF    PUBLIC    HEALTH    -   COMMUNITY    MENTAL    HEALTH    -    CO N? I Sue C 

05  DISTRICT    V    -   CONTINUED 

02    PSYCHIATRIC    CLINIC    YOUTH    GUIDANCE    CENTER 

01    001       PERMANENT    SALARIES    -    MISC.  209,734 

01    060      MANDATURY    FMNGE    BENEFITS  53,372 

10    100      PROFESSIONAL    t    SPECIAL    SEHVICES  iOC 

10    111      USE    OF    EMPLOYEES    CARS  1,200 

10    120      OTHER    CURREKT    SERVICES  300 

10    130      MATERIALS    t.    SUPPLIES  890 

30   332      JUVENILE    COURT  9,676 

TOTAL  275,472 

TOTAL  DISTRICT  V  <:,900,493 

06  BAYVIEW    DISTRICT 

01  BAYVIEW    SOUTHEAST   MhC 

01    001      PERMANENT    SALARIES    -    MISC.  550,07b 

01    060      MANDATORY    FhINGE    BENEFITS  153,6<:2 

10    100       PROFESSIONAL    &    SPECIAL    SERVICES  6,500 

10    101      MEDICAL    SERVICE    CONTRACT  1,053,921 

10    111      USE    OF    cMPLOYcES    CARS  1,100 

10    120      OTHEX   CURRENT   SERVICES  fa , 700 

10    130      MATERIALS    &    SUPPLIES  28,300 

10    146      RENTAL    CF    PRCPERTY  39,235 

22    220      EQUIPMENT  2,150 

30   310      CENTRAL    SHOPS  1,00C 

TOTAL  l,fc*4,606 

02  BAYVIEW    SOUTHEAST    MHC    -    FEDERAL 

01    001      PERMANENT    SALARIES    -  MISC.  228,054 

01    060       MANDATURY    FRINGE    BENEFITS  56,109 

10TAL  2b4,163 

TOTAL    BAYVIEW    DISTRICT  2,126,769 

07  MISSION    DISTRICT 
01       MISSION    MHC 

01    001       PERMANENT    SALARIES    -   MISC.  565,394 

01    003       PERMANENT    SALARIES    -   CRAF1  158, c>74 

01    010      OVERTIME  7,50C 

01    020      TtMPChA.-sY    SALARIES  105, 65o 

01    060      MANOATJKY    FRINGE    BENEFITS  232, lfct 

10    100      PROFESSIONAL    L    SPECIAL    SERVICES  3,5u0 

10    101       MEDICAL    ShRVICE    CuNTRACT  5o9,19S 

10    111       USE    OF    EMPLOYEES    CARS  1,100 

10    120       OTHfck    CUKKfcNT    SEWVICES  11,323 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YEArt  1978-1979 

NUMBER       DESCRIPTION  AMCUkT 

01  001   GENERAL  FUND  -  CONTINUED 

87  DEPT  OF  PUBLIC  HEALTH  -  COMMUNITY  MENTAL  HEALTH  -  CONTINUED 

07  MISSION  DISTRICT  -  CONTINUED 
01   MISSION  MHC  -  CONTINUED 

MATERIALS  t  SUPPLIES  57,200 

RENTAL  OF  PROPERTY  114,229 

EQUIPMENT  2,100 

CENTRAL  SHOPS  1,000 

TOTAL  l,8vy,041 

MISSION  MHC  -  FEDERAL 

PERMANENT  SALARIES  -  MISC.  401, 712 

PERMANENT  SALARIES  -  CRAFTS  181,071 

MANDATORY  FRINGE  BENEFITS  159,751 

TOTAL  742,534 

MISSION  MHC  -  FEDERAL  GROWTH 

PERMANENT  SALARIES  -  MISC.  650,614 

MANDATORY  FRINGE  BENEFITS  184, 1*5 

TOTAL  834,759 

TOTAL  MISSION  DISTRICT  3,426,334 

08  NORTHEAST  DISTRICT 

01  NORTHEAST  MHC 

01  001   PERMANENT  SALARIES  -  MISC.  504,485 

01  003   PERMANENT  SALARIES  -  CRAFT  55,744 

01  060   MANDATORY  FRINGE  BENEFITS  156,699 

10  100   PROFESSIONAL  t,  SPECIAL  SERVICES  350 

10  101   MEDICAL  SERVICE  CONTRACT  1,310,128 

10  111   USE  OF  EMPLOYEES  CARS  600 

10  120   OTHER  CURRENT  SERVICES  13,233 

10  130   MATERIALS  &  SUPPLIES  55,520 

10  146   RENTAL  OF  PROPERTY  162,033 

22  220   EQUIPMENT  2,500 

30  310   CENTRAL  SHOPS  1,200 

TOTAL  2,262,692 

02  NORTHEAST  MHC  -  FEDERAL 

01  001   PERMANENT  SALARIES  -  MISC.  791,754 

01  003   PERMANENT  SALARIES  -  CRAFTS  40,564 

01  060   MANDATORY  FRINGt  BENEFITS  242,739 

TOTAL  1,076,057 

TOTAL  NORTHEAST  DISTRICT  3,338,7t9 
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EXPENDITURE    APP«.JP\lA'rlL,NS  FISCAL    YEA.-.     1976-1979 


NUMBER                 DESCRIPTION  AKOUfi.1 

01    001      GENERAL    FUND    -   CONTINUED 

87    CEPT    OF    PUBLIC    HEALTH    -  COMMUNITY    MENTAL    HEAlTh    -  CoNTlNutU 

09       ALCOHOLISM    PRUGRAM 

01  PROGRAM    DEVtLGPMENI 

01    001      PERMANENT    SALARIES    -    MISC.  1*6,019 

01    060      MANDATORY    FRINGE    BENEFITS  *9,267 

10    111      USE    OF    tMPLCYt.ES    CARS  400 

10    120      OTHER    CURRENT    SERVICES  6,72b 

10    130       MATERIALS    £    SUPPLIES  2,000 

10    146      RENTAL    OF    PROPERTY  15,759 

TOTAL  270,170 

02  ALCOHOL    EVALUATION   E    TREATMENT    CENTER 

01    001       PERMANENT    SALARIES    -   MISC.  117,432 

01    003      PERMANENT    SALARIES    -  CRAFT  97,504 

01    010      OVERTIME  2,500 

01    060      MANDATORY    FRINGE    BENEFITS  66,522 

10    111      USE    OF    EMPLOYEES    CARS  125 

10    120      OTHtR    CURRENT    SERVICES  7,600 

10    130      MATERIALS    L    SUPPLIES  8i,j70 

10    14a      RENTAL    OF    PROPERTY  -*t,70G 

22    220      EQUIPMENT  100 

TOTAL  417,553 

03  SIXTH    AND    HARRIET    STREET    FACILITY 

01    001       PERMANENT    SALARIES    -   MISC.  136,109 

oi  060  mandatory  fringe  benefits  4ii054 

10    111      USE    OF    EMPLOYEES    CARS  400 

10    120      OThER    CURRE.'.T    SERVICES  1,300 

10    130      MATERIALS    t    SUPPLIES  9.80C 

10    14e>      RENTAL    OF    PROPERTY  29,064 

22    220      EUUIPMENT  560 

30    310      CENTRAL    SHOPS  5uG 

TL'TAL  218,78  7 

04  EMPLOYEE    REFERRAL 

01    001       PERMA.vcM     SALARIES    -    VI SC .  to, 818 

01    060      MANDAiO«Y    FRINGE  17,775 

10    111       USE    OF    EMPIOYEES    CA*S  •          4i0 

10    120      tTHER   CU-.RENT    SERVICES  700 

10    130      MATERIALS    t    SUPPLIES  360 

10    146      RENTAL    OF    PROPERTY  5,9^5 

TOTAL  ^9,0jb 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAR    1976-1979 

NUMBER      DESCRIPTION  AMOUNT 

01  001   GENERAL  FUND  -  CONTINUED 

87  DEPT  OF  PUBLIC  HEALTH  -  COMMUNITY  MENTAL  HEALTH  -  CONTINUED 

09  ALCOHOLISM  PROGRAM  -  CONTINUED 
05  SPECIAL  PROJECTS 

10  101   MEDICAL  SERVICE  CONTRACT  1,445,321 

10  130   MATERIALS  C  SUPPLIES  4,100 

30  310   CENTRAL  SHOPS  It  500 

TOTAL  1,450,921 

TOTAL  -  ALCOHOLISM  2,446,469 

10  METHADONE 

10   101      MEDICAL   SERVICE   CONTRACT  1,123,458 

TOTAL  1,123,458 


11      GENERAL    SERVICES 

10    100      PROFESSIONAL   £   SPECIAL   SERVICES  83,277 

TOTAL  83,277 

TOTAL   -  COMMUNITY    MENTAL   HEALTH  29,732,510 

90      PUBLIC    WORKS 
01      ADMINISTRATION 

01  GENERAL  OFFICE 

01   001      PERMANENT   SALARIES    -   MISC.  26,171 

01   060      MANDATORY    FRINGE    BENEFITS  8,294 

10    120      OTHER  CURRENT  SERVICES  134,654 

48  483      CONTRIBUTION  TO   PSE    I    IGS    FUNDS  175,412 

49  490      REVENUE    TRANSFERS  1%2,000 

TOTAL  486,531 

02  ACCOUNTING 

48  483   CONTRIBUTION  TO  PSE  £  IGS  FUNDS  207,992 

TOTAL  207,992 

03  PERSONNEL 

48  483   CONTRIBUTION  TO  PSE  £  IGS  FUNDS  118,634 

TOTAL  118,634 

TOTAL  ADMINISTRATION  613,157 
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EXPENDITURE  APPRUPH  I ATIONS 


FISCAL' YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01    001      GENERAL    FUND    -   CONTINUED 
90      PUBLIC    WORKS    -  CONTINUED 

02  ARCHITECTURE 

49  490   REVENUE  TRAILERS 
TOTAL 

03  INSPECTION  t.  PERMIT 
01   BUILDING  INSPECTION 

PERMANENT  SALARIES  -  MISC. 
FEES  I    OTHER  COMPENSATION' 
MANDATORY  FRINGE  BENEFITS 
USE  OF  EMPLOYEES  CARS 
OTHER  CURRENT  SERVICES 
MATERIALS  L  SUPPLIES 
EQUIPMENT 
CENTRAL  SHOP 

CONTROLLER  DATA  PROCESSING 
REVENUE  TRANSFERS 
TOTAL 

CENTRAL  PERMIT 
PERMANENT  SALARIES  -  MISC. 
MANDATORY  FRlfiGE  BENEFITS 
PROFESSIONAL  fc,  SPECIAL  SERVICE 
OTHER  CURRENT  SERVICES 
MATtRIAlS  I    SUPPLIES 
EUUIPMENT 
TOTAL 

TOTAL  INSPECTION  «.  PERMIT 
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2,221,599 

5,595 

592,376 

*6,000 

1£5,&60 

34,880 

550 

2i,975 

33,65t> 

10,000 

2,9o2,513 


139,192 

41,497 

1,100 

7,147 

i.8,  6^7 

<.t,t  ,928 

3.171,4-1 


04   BUILDING  REPAl* 
01  001   PERMANENT  SAIARIES  -  MISC. 
01  010   OVERTIME 
01  012   HOLIDAY  PAY 
01  020   TEMPORARY  SALARIES 
01  060   MANDATORY  FKir.GE  BENEFITS 
10  111   USE  OF  EMPLOYEES  CARS 
10  120   OTHER  CURRENT  SERVICES 
10  130   MATERIALS  L    SUPPLIES 
30  310   CENTRAL  SHUP 
49  490   REVENUE  TRANSFERS 
TOTAL 


1 ,906, 19u 
2hO 

-3,440 

43,187 

C04.393 

600 

22o,92E 

102, 5CC 

<-o,000 

ci-,9i9 

'.  ,808,397 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAR    1976-1979 


NUMBER 


DESCRIPTION 


AMuUNT 


01    001      GENERAL    FUND    -  CONTINUED 

90      PUBLIC    WORKS    -  CONTINUED 

06      ENGINEERING 
30    318      BUILDING    REPAIR 
49  490      REVENUE    TRANSFERS 
TOTAL 


13,85* 
892,172 
906,026 


08      STREET  CLEANING 
01      STREET  CLEANING 
01    001      PERMANENT  SALARIES    -   MISC. 
01    060      MANDATORY   FRINGE    BENEFITS 
10    100      PROFESSIONAL    t    SPECIAL    SERVICES 
10   130      MATERIALS   t.    SUPPLIES 
TOTAL 

TOTAL    PUBLIC    WORKS 


144,972 

74,502 

20,000 

400 

239,674 

9,073,502 


91      PURCHASING 

01      PURCHASING    -   MAIN   OFFICE 
01    001      PERMANENT    SALARIES    -    MISC. 
01    010      OVERTIME 
01    012      HOLIDAY    PAY 
01    020      TEMPORARY    SALARIES 
01    060      MANDATORY    FRINGE    BENEFITS 
10    100      OTHER   PROFESSIONAL    SERVICES 
10    120      OTHER    CURRENT   SERVICES 
10    130      MATERIALS    J.    SUPPLIES 
10    140      FIXED    CHARGES 
22    220      EQUIPMENT 
30   310      CENTRAL    SHOP 
30    340      CONTROLLER    DATA    PROCESSING 
TOTAL 

20      VEHICLE    ACQUISITION 
22   220      EQUIPMENT 
TOTAL 

TOTAL    -   PURCHASING 


537,454 

665 

3,485 

600 

174,277 

i,200 

51,273 

13,045 

312,000 

310 

1,400 

82,465 

l,lb0,394 

358,300 
356,300 

1,5->cj,694 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YEAK  1970-197* 

NUMBER       DESCRIPTION  A^U'  T 

01  001   GENEKmL  FUND  -  CONTINUED 

99   GENERAL  FUND  UNALLOCATED 

48  483   CONTRIBUTE.  TO  PSE  £  IGS  FUNDS  40, 136,13b 

TDTAl  40,13o,135 

TOTAL  GENERAL  FUND  553,3fcl,947 


01   099   toENEKAL  FUND  WORK  ORDERS 

09  CONTROLLER 

01      FINANCIAL    DIVISION 

10  100  PROFESSIONAL  &  SPECIAL  SERVICES  20,000 
10  120  OTHER  CURRENT  SERVICES  t4,000 
39    39  0      WORK    CRDE*    RECOVERY  64,000- 


42      RECREATION   &    PA->.K    COMMISSION 
03      PARK 

03      DISTRICT    PARKS    &    SOUAKES    MAINTENANCE 

01    001       PERMANENT    SALARIES    -    MISC.  54,444 

01    060      MANDATORY    FRINGE    BENEFITS  It, 654 

10    130      MATERIALS    L    SUPPLIES  2,55b 

39    390      WORK    L'RDER    RECCVERY  72.65J- 

75      ELECTRICITY 

01    001       PERMANENT    SALARIES    -    MISC.  32,152 

01    003      PERMANENT    SALARIES    -   CRAFTS  4b5,611 

01    010      OVERTIME  20,228 

01    02  0      TEMPORARY    SALARIES  27,456 

01    060      MANDATORY    FRINGE    BENEFITS  13*:, 247 

10    120      OTHER    CURRENT    SERVICES  11,456 

10    130      MATERIALS    t    SUPPLIES  52,19o 

30    310      CENTRAL    SHOP  1,775 

39    390      WORK    ORDER    RECOVERY  7  to,  121- 

85   DcPT  -jF  PUBLIC  HEALTH  -  LAGUNA  HONDA  HOSPITAL 

01    020      TEMPORARY    SALARIES  "l5,000 

10    130      MATtRxALS    t    SUPPLIES  559,000 

39    390      WORK    ORDER    RECOVERY  574,000- 
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EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1978-1*79 


NUMBER 


DESCRIPTION 


AMUUST 


01      099      GENERAL    FUND    WORK    ORDERS    -  CONTINUED 

66      DEPT   OF    PUBLIC    HEALTH   -   SAN    FRANCISCO    GENERAL    HOSPITAL 

10    130      MATERIALS    £    SUPPLIES  15,000 

39   390      WORK   ORDER   RECOVERY  15,000- 


90      PUBLIC    WORKS 
01      ADMINISTRATION 
01      GENERAL    SERVICES 
01   001      PERMANENT   SALARIES    -  MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER   CURRENT   SERVICES 
39   390      WORK    ORDER    RECOVERY 

04      BUILDING    REPAIR 

01   001  PERMANENT    SALARIES    -  MISC. 

01    012  HOLIDAY    PAY 

01    020  TEMPORARY    SALARIES 

01    060  MANDATORY    FRINGE    BENEFITS 

10    120  OTHER   CURRENT  SERVICES 

10    130  MATERIALS    L    SUPPLIES 

39   390  WORK   ORDER   RECOVERY 


120,643 
33,860 
S3, 622 

138,125- 

369,276 

12,860 
1,33* 

104,28* 
59,084 
63,500 

630,338- 


08       STREET   CLEANING 
01      STREET   CLEANING 
01    001      PERMANENT    SALARIES    -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
39    390      WORK    ORDER    RECOVERY 


31.46& 

8,339 

39,799- 


91      PURCHASING 

01      PURCHASING    -    MAIN    OFFICE 
01    001      PERMANENT   SALARIES   -  MISC. 
01    010      OVERTIME 
01    012      HOLIDAY    PAY 
01    060      MANDATORY    FRINGE    BENEFITS 
39   390      WORK    ORDER   RECOVERY 


56,099 

152 

606 

16,99* 

73,051- 
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EXPENDITURE    APPROPRIATIONS  FISCAL' YEA*     197o-lS7y 

NUMBER                  DESCRIPTION  AMT.uM 

01  500   bENERAL  FUND  -  PROJECTS 

Oh   DISTRICT  ATTORNEY 

01  GENERAL 

140      DISTRICT  ATTORNEY  SPECIAL  FUNO  30,000 

TOTAL  jO.000 

02  FAMILY  SUPPORT 

12*      CONTINGENCY  FCR  BAD  DEBTS  1,000 

TOTAL  1,000 

09  CONTROLLER 

01    FINANCIAL    DIVISION 

158               IMPLEMENTATION    OF    FIRM    PROJECT  hx9,190 

TOTAL  <tl9,l*0 

10  SUPERIOR   COURT 

111  UThER    COUkT    EXPENSES  lb. COO 

112  BAIL    BO'-D    PROJECT  10S,7t>9 
142               ADULT    DETENTION    COMMITTEE    EXPF-NSES  200 

TOTAL  1/o.VfcS 

11  MUNICIPAL    CCURT 

128  OTHER    ClUKT    EXPENSES  IV^,7o6 
127              BAlc    BOND    PROJECT  95,192 

TOTAL  2oV,95b 

25   MAYOR 

01   GENERAL 

110        SPECIAL  ASSISTANCE  PROGRAM  U    H  ELOCATIO',  cfc.ava 

129  MAYORS    SPECiAL    FUND  16,500 

TOTAL  lL-i,096 

06      FIrt.M    PROJECT 

113  IMPLEMENTATION    OF    FIRM    SYSTEM  h«l'2 , 523 

TOTAL  4t2,523 

28      ART   COMMISSION 

101  MAINT.    t    REPAIK       OF    COMMUNITY    CUL~UK-.i.    »»KOP?RTIF.  27,300 

102  MUNICIPAL    SYf-PHONY    CONCEPTS  l^ifc-tb 

103  FURTHERING    VISUAL    ARTS  iJ.OUG 

104  SPU'S  1RSHIP     JF    NE7.brJBCKH.jUD    P*CJ£CTS  1,500 

105  N^IGHbO--rii.0D    ARTS    PROGRAM    L    SUPPOvTi.G     Si«y/ICtS  i^l,070 

106  MUMC5PAL    ANT    GALL?RY  4,u00 

TCTAL  3i0,i:ic 
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EXPENDITURE    APPROPRIATIONS 


FISCAL   YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


01  500   GENERAL  FUND  -  PROJECTS  -  CONTINUED 


30   CIVIL  SERVICE 

107  SALARY  SURVEY 

108  POLICE  &  FIREMAN  EXAMINATIONS 

TUTAL 


20,000 
20,000 
40,000 


38      POLICE   DEPARTMEKT 

132  CHIEFS  CONTINGENT  FUND 

133  NARCOTICS  FUND 

134  POLICE  DOG  PROGRAM 

135  COMMUNITY  RELATION  EXPENSES 

137  BOMB  INVESTIGATION  £  DISPOSAL  PROGRAM 

138  STREET  SWEEPING  PROGRAM 

TOTAL 

42  RECREATION  AND  PARK  COMMISSION 
01  RECREATION 

04  CULTURAL  ACTIVITIES 
160      SPECIAL  SERVICE  -  HANDICAPPED  PROGRAM 
TOTAL 


50,000 

50,000 

13,0b8 

5,000 

6,031 

163,015 

287,134 


192,500 
192,500 


71   REAL  ESTATE 

01   GENERAL 
153      MAINTENANCE  OF  GROUNDS 
TOTAL 


17,500 
17,500 


83    DEPT  OF   PUBLIC    HEALTH   -  CENTRAL   UFFICE 

01  ADMINISTRATION 

114  DOWNTOWN    BRANCH    SENIOR   CITIZENS    CENTEk  38,867 

115  DEVELOPMENTAL    DISABILITIES    PROGRAM  26,400 

116  BAYVIEW-HUNTERS    POINT    AMBULATORY    HEALTH   CENTER  106,533 

117  NORTH    OF    MARKET    SENIOR    SERVICE    PROJECT  102,282 

118  HAIGHT-ASHBURY    FREE    CLINIC  £8,000 

119  COORDINATING    COUNCIL    ON    DRUG    ABUSE  2,733 

120  SEXUAL    TRAUMA    CENTER  26,4X10 

121  SICKLE    CELL    PROGRAM  11,088 

122  TELEGRAPH    HILL   NEIGHBORHOOD    CLINIC  9,450 

123  CALIFLRNIA    LEAGUE    FOR   HANDICAPPED  32,340 

TOTAL  4*4,093 
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EXPcNCITUKE    APP:\rPi\lATIPNS  F  1  i,CAL  ' YE a>     197b-1979 

NUMBER  DESCRIPTION  ai^UlT 

01    500      GENERAL    FUlvD    -   PROJECTS    -  CONTINUED 
90      PUBLIC    WORKS 

02  ARCHITECTURE 

144  MISCELLaNEUUS    PROJECTS  13*, 607 

TOTAL  134,607 

03  I%,SPECTIOiv    t    PERMIT 
01      BUILDING    INSPECTION 

143  PLUMBING    BUILOING   SEWER    REVOLVING    FUKD  10,000 

TUTAL  10,000 

06      ENGINEERING 

385  REC.    i.    PARK    MISC.    ENG.    PROJECTS,       FY    73-79  172,  Hi 

386  BUR.    OF    ENG.    -   MISC.    PROJECTS,    FY    1978-79  892,172 

TOTAL  1,064, 2fcb 

T-JTAL  -  wENEKAL  FUND  -  PROJECTS  3,687,373 

01  600  GENERAL  FUND  FACILITIES  MAINTENANCE 

10   SUPERIOR  COuRr 

104  CITY  HALL  -  COURTROOM  PAINTING  1,500 

105  CITY  HALL  -  LIGHTING  ROOM  421  250 

TOTAL  1,750 


2V   CITY  PLANNING 
101      FACILITIES  MAINTENANCE 
TL'TAL 

31   FIRE  DEPARTMENT 

107  INSTALLATION  OF  HYDRANTS 

108  REPAIRS  UNDERGROUND  CISTEI-NS 

TOTAL 


42    RECREATION    AMD    PARK    COMMISSIUK 
04      PLANNING    AND    DEVELOPMENT 
02      PROJECTS 
133  VARIOUS    LOCATIONS,    MAINTENANCE    J.    -IE*- *,!.■<  171, b£0 

TwTAL  175,600 


2  i 

000 

2, 

000 

12, 

600 

7, 

,500 

i:0, 

300 

PAGfc     109 


EXPENDITURE   APPROPRIATIONS  FISCAL   YeAR    1978-lv7«y 

NUMBER                 DESCRIPTION  AMOUNT 

01    600   GENERAL   FUND    FACILITIES    MAINTENANCE    -   CONTINUED 

46      WAR   MEMORIAL 

125              FACILITIES   MAINTENANCE    OPERA    HOUSE    £    VETERA'*   BLD  70,000 

TOTAL  70,000 

60  CALIFORNIA   ACADEMY  OF    SCIENCES 

109              VARIOUS    FACILITIES    MAINTENANCE  40,000 

TOTAL  40,000 

61  FINE    ARTS    MUSEUMS    OF    SAN   FRANCISCO 
01      GENERAL 

123  MISCELLANEOUS   FACILITIES    MAINTENANCE   PROJECTS  70,000 

TOTAL  70,0  00 

62  ASIAN   ART   MUSEUM   OF    SAN    FRANCISCO 

124  QUARTERLY    MAINTENANCE   OF   BUILDINGS   t    POWEV    PLANT  10,000 

TOTAL  10,000 

75   ELECTRICITY 

112     MISCELLANEOUS  FACILITIES  MAINTENANCE  7,500 

TOTAL  7,500 

86  DEPT  OF  PUBLIC  HEALTH  -  SAN  FRANCISCO  GENERAL  HOSPITAL 

114  MISCELLANEOUS  MAINTENANCE  L    REPAIRS  135,000 

115  ELEVATOR  INSPECTION  133,365 

TOTAL  266,365 

90      PUBLIC    WORKS 

04  BUILDING   REPAIR 

116  PUBLIC  BUILDINGS  654,919 

TOTAL  854,919 

TOTAL  -  GENERAL  FUND  -  FACILITIES  MAINTENANCE  1,520,43* 
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EXPENDITURE  APPROPRIATIONS 


FJiCAL  YEAH  iWS-lW* 


NUMBER 


DESCRIPTION 


APUU.'."i 


01  700   GENERAL  FUfcD  CAPITAL  PROJECTS  FUVD 


04      DISTRICT   ATTORNEY 

01   GENERAL 
101      JOINT  LAW  LIBRARY 
136      CONSOLIDATED  FILE  ROOM 
TOTAL 


L5.000 

2,0GC 

^7,000 


06      SrlEKlFF 

118  INSTALL  SHOWER    JAIL    #6  UtOOO 

119  INSTALL  EXPANDED    METAL    WINDOW    SCREENS,  G£i-i    BLOC*                 6,100 

120  INSTALL  PARTITIONS,    SHERIFF    0FF1CL  4,500 

121  1NS1ALL  SHUWER   JAIL    #6  8,*C0 

TOTAL  30,000 


12   JUVENILE  COURT 

02   JUVtNILE  HALL 
102      FIRE  SYSTEM  FOR  SERVICE  BUILDING  KITCHEN 
TCTAL 


2,000 
2,000 


38   PULICE  DEPARTMENT 

110  EMERGENCY  ELECTRICAL  POWER  -  HALL  OF  JUSTICE 

111  STUDIES  FOR  CRIME  LABORATORY  -  HALL  CF  JUSTlCc 

TOTAL 


t>»CGG 

4-, 500 

10,500 


41      LIBKAHY 

133  REVISIONS    TO    CHARGING   DESKS    VARlJUS    LIBRARIES  4.V00 

134  ADDITIONAL    TOILET   ROOM    VISITACION    VALLEY    I  lBr-^Y  l.OOC 

TOTAL  5,900 


45   SOCIAL  SERVICES 

11?      BUILDING  RENOVATIONS  -  150  OTIS  ST. 

TCTAL 


550,000 
550, GOC 


84  DEPT  OF  PUBLIC  HEALTH  -  EMERGENCY  MEDICAL  SERVICES 

108       INSTALL  STAN.D-BY  POWER,  CENTRAL  CME<E;LY  nr.   SM  L  35,000 

TJTaL  -5,000 
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EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1V78-1979 


NUMBER 


DESCRIPTION 


MhPUf.l 


01  700   GENERAL  FUND  CAPITAL  PROJECTS  FUND  -  CONTINUED 


85  DEPT  OF  PUBLIC  HEALTH  -  LAGUNA  HONDA  HOSPITAL 

113  INSTALL  FIRE  RATED  LINEN  CHUTE  DUORS  L    FlKc  DAMP 

114  SMOKE  BARRIER  DOORS  I    WIRE  GLASS  IN  MAIN  COP.RIDU 

115  FIRE  DRAPERY  t  MARQUIS  OF  AUDITORIUM  L.H.H. 

116  WHEEL  CHAIR  BATTERY  CHARGER,  VENT,  LOCATION  SATT 

TOTAL 


86  DEPT  OF  PUBLIC  HEALTH  -  SAN  FRANCISCO  GENERAL  HOSPITAL 

122  PROVIDE  UN INTERRUPT ABLE  POWER  SYSTEM 

123  RECONSTRUCT  VENT.  SYSTEM  -  BLDG.  3 

124  EMERGENCIES  EXIT  DOORS 

125  ADD.  SPACE  FOR  TOXICOLOGY  I    CHEM. 

TOTAL 


176, 

,000 

234, 

,800 

16, 

,000 

31, 

,500 

456, 

,300 

106, 

,600 

28, 

,000 

9, 

,200 

47 

,000 

190, 

,800 

90      PUBLIC   WORKS 
01      ADMINISTRATION 

01      GENERAL    SERVICES 

129  VARIOUS    LOCATIONS   -  FIRE    L   POLICE    ALARMS  62,000 

130  MODIFY    FOR    FIRE    EMERGENCY    SERVICE    VAft    ELEVATORS  80,000 

TOTAL  1*2,000 

TOTAL    -   GENcRAL    FUND   -  CAPITAL    PROJECTS    FUND  1,451,500 


02    001      HOTEL    ROOM   TAX    FUND 


70      CHIEF    ADMINISTRATIVE    OFFICER 
10    120      OTHER   CURRENT   SERVICES 
49   490      REVENUE    TRANSFERS 
TOTAL 


1,900,000 
15,656,601 
17,556,601 


81      TAX   COLLECTOR 

01    001      PERMANENT    SALARIES   -   MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
10    120      OTHER   CURRENT  SERVICES 
10    130      MATERIALS   L    SUPPLIES 
30    340      CONTROLLER   DATA   PROCESSING 
TOTAL 

TOTAL   HOTEL    ROOM   TAX    FUND 


26,537 

8,015 

1,0^5 

650 

7,172 

43,399 

17,600,000 
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EXPENDITURE    APPROPRIATIONS  f-iSCAL    YEA*    i978-l'»7v 

NUMBER  DESCRIPTION  AMOUNT 

02    002       SPECIAL    A\I*AL    CCNTkOL    t    WELFAKt    frUN'O 

70  CrtlcF    ADMINISTRATIVE    OFFICER 
20      PUBLIC    POUND 

49    490      REVENUE    TKArtSFERS  2fc>0,000 

TOTAL  2t0,00C 

02    025      TRAFFIC    CUNTkJL    FUND 

11       MUNICIPAL    COURT    " 

49   490      REVENUE    TfAUSFERS  1«*,325,304 

81      TmX   COLLECTOR 

49   490      REVENUE    TRANSFERS  _,<*73,400 

TOTAL  17,2^6,704 

02  071   OFF  STREET  PACKING  FUM) 

36   PARKING  AUTHORITY  OF  SAN  FRAKCiSCO 

01  001       PERMANENT    SALARIES    -    MISC.  5l,63to 

01  040      FEES    L    OTHER    COMPENSATION  bOO 

01  060      MANDATORY    FRINGE    BENEFITS  13,2*8 

10  120      OTHER    CiKRfcM    SERVICES  2,840 

10  130      MATERIALS    I    SUPPLIES  500 

10  140      FIXED    CHARGES  2o5 

22  220      EQUIPMENT  3b5 

30  303      HEAL    ESTATE  12,000 

30  330      LIGHT,    HEAT  »ND    POWER  4,  li>0 

49  490      REVENUE    THA.vSFERS  1,500,000 

TOTAL  1,5b 5, 634 

71  REAL    ESTATE 
01      GENERAL 

10    140       FIXtD    CHAhGES  lbl,35U 

TOTAL  lbl,350 

90   PUBLIC  WU«*KS 

06   ENGINEER  If-.G 
501      ENGINEERING  SERVICES  10,500 

TOTAL  10,500 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAK    1978-1979 


NUMBER 


DESCRIPTION 


AMOUM 


02  071   OFF  STREET  PARKING  FUND  -  CONTINUED 

90   PUBLIC  WORKS  -  CONTINUED 

08   STREET  CLEANING 
502      MAINTENANCE  L    OPERATION  PARKING  FACILITIES 
TOTAL 

TOTAL  OFF  STREET  PARKING  FUND 


38,000 
38,000 

1,815,484 


02   081      REVENUE    SHARING    PROGRAM    FUND 

48  480      CONTRIBUTION   TO   OTHER   FUNDS 

49  490      REVENUE    TRANSFERS 

TOTAL 


5,200,000 
17,150,000 
22,350,000 


02  091   SPECIAL  GAS  TAX  STREET  IMPROVEMENT  FUND 

90   PUBLIC  WORKS 

06   ENGINEERING 
30  330   LIGHT,  HEAT  L    POWER 
TOTAL 

FACILITIES  MAINTENANCE  PROJECTS 

601  TRAFFIC  SIGNALS  REPLACEMENT  PRUGRAM  VARIOUS  FAU 

602  17TH  ST.  RECONSTRUCTION  DIAMOND  TC  DOUGLAS  FaU 

603  CASTRO  ST.  RECONSTRUCTION  ALVARADO  TO  23  STS.  FA 

604  SURFACE  SEALING  OF  ROADWAY  PAVEMENTS  VAKIOUS 

605  FOREST  HILL  L  FOREST  HILL  COURT  STREET 

RECONSTRUCTION 

606  RESURFAVING  FAU  SYSTEM  STS.  VARIOUS  FAU 

607  BROADWAY  RECONSTRUCTION  LEAVENWORTH  TU  JONES  FAU 

608  CHINATOWN  ST  RECONSTRUCTION  FAU 

609  UPPER  MARKET  ST.  STRUG 

610  PARK  PRESIDIO  BLVD.  RECONSTRUCT,  LANDSCAPE, 

IRRIGATION  SYSTEM  PHASE  III 

611  RESURFACING  OF  SELECT  SYSTEM  STS.  VAKIOUS 

TOTAL 


1,387,950 
1,387,950 


45,000 

30,700 

20,700 

100,000 

325,000 
li!0,100 

33,600 
228,900 

67,200 

13fc,500 

800,000 

1,909,700 
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EXPENOITUKt    AHP.-.PPI.IA1IONS  r1  ISCA.. '  YE  A"-'     197C-1979 

NUMBER       DESCRIPTION  AH  ur:T 

02    091       SPECIAL    GAS    TAX    STKEET    IMPkUVtMEM    Fu'.D    -    CGNTlJAIfcl) 

90      PUBLIC    WORKS    -  CONTINUED 

06      c»eGIN£ERlNG   -    CONTINUED 
CAPITAL    PROJECTS 

701  PRELIM.    Ef.GiNEERUG    6    ADMIMSTRAT  I0\    -    VAJIOuS  10, 000 

702  TRAFFIC    CONTROL    DEVICES    -  VARIOUS    IN TtRSELTICNS  jO.OOO 

703  TRAFFIC    SIGNALS    t    CHANNELIZATIU«-    VARIOUS 

SAFETY    P«l»BLEM    LOCATIONS    -   FAU  15.0C0 

704  TRAFFIC    SIGNALS    L    CHANNELIZATION    VARIOUS    FAU  <t7,7G0 

705  TRAkSIT    PREFERENTIAL    STS-  PROGRAM    -    FAU  60,000 

706  FHw*    GRANT    PROJECTS    TRAFFIC    SAFETY    L 

IMpRuVEMES^t    -   FHWA  oO.OOO 

707  SIDtWALK    KAKPS    FOR    THE    HANDICAPPED    VARIOUS    FAU  lOOtOOO 

708  MODIFICATION    OF    TRAFFIC     SIGNALS    VAr\i_ajS    FAU  <*7,300 

709  DOWMOWN    TRAFFIC    SIGNALS    VARIOUS    FAU  ^1,000 

710  STREET    LlGHTlfG    IN    UNDERGROUND    DISTRICTS    VA'-IOUS  341,000 

711  TRAFFIC    SIGNAL    RELOCATIONS    VARIOUS  ;>0,O0C 

712  STREE*    LIGHTING    IMPROVEMENTS    t    EXTE^SJOuS    VARIuU  30,000 

713  RUSSIAN    t,    TELEGRAPH    HILLS    STAIRWAYS    INSTALL 

HANDRAILS  29,100 

714  DRAINAGE    WORK.    9TH    AVE-,    CALIF.    TU    LAKt  65,300 

715  PEDESTkIA\    SAFETY   MODIFICATION    CAlIF.    STKc.ET 

ARGUELLC    TO    I2TH   AVE.    FAU  76,000 

716  BAYSHORE    BLVD.    SOUTH    OF    ARMY    STREET    MEDIAN 

BAKRIER    INSTALLATION   FAU  4,500 

717  BAY6HJRE    BLVD.    IMPROVEMENT    ARMY    T.'.    SILVER    FAU  i5,OG0 

718  DRAINAGE    WORK    LAKE    MERCED    BLVD.,    FONT    Tu    V1DAL  15,000 

TOTAL  1,049,100 

TuTAL    ENGINEERING  t, 346, 750 

08       STREET    CLEANING 

01    001      PERMANENT    SALARIES    -    MISC.  1,5^1,621 

PERMA.NENT    SALARIES    -   CRAFTS  1,8  1^,437 

OVERTIME  70C 

TEMPORARY    SALARIES  10,000 

MANOATCKY    FRINGE    BENEFITS  6fa7,709 

CTHcK    CURREKT    SERVICES  366,350 

MATEKIALS    £    SUPPLIES  2-7-,  100 

EaulPMfcVT  213, 7c5 

30    310      CENTRAL    SHOP  277,111 

TOTaL  5,3c-5,el3 

Il^TrtL    SPECIAL    GAS    TAX    STREET    iitpxr Vc.-IEr.  T    Fu.vO  9,712,5o3 


01 

003 

01 

010 

01 

020 

L'i 

060 

?.  n 

120 

10 

130 

22 

22  0 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMUUM 


02    092      ROAD    FUND 


90      PUB CIC    WORKS 

06      ENGINEERING 
30    309      ELECTRICITY 
30    311      PURCHASING 
30    318      BUILDING    REPAIRS 
30   321      PUBLIC    WORKS   ACCOUNTS 
30    330      LIGHT,    HEAT    £    POWER 
TOTAL 


762,321 

9,142 

461,062 

61,076 

136,410 

1,430,053 


PROGRAMMATIC    PROJECTS 

501  PREFERENTIAL    PARKING    PROGRAM,    FY78-79  134,500 

502  TRAFFIC    ENG.    MISC.    PROJECTS,    FY78-79  779,134 

503  BUR.    OF    ENG.    ROAD   £    STREET    PROJECTS    FY78-79  450,068 

TOTAL  1,363,702 


FACILITIES   MAINTENANCE    PROJECTS 
601  TRAFFIC    CONTROL    DEVICES-MAINT.    £    REPAIR,    FY78-79 

603  MARKET    ST.    TRAFFIC    CONTROL    DEVICES,    FY78-79 

604  TRAF.    ENG.    RENTED    PROPERTY-MAINT.fi    REPAIR    FY78-7 

605  TRAFFIC    SEASONAL    REGULATORY    SIGNS    - 

MAINTENANCE    £    REPAIR,    FY78-79 

607  TRAFFIC    SIGNS    MAINTENANCE,    FY78-79 

608  STREET   MAME    SIGNS,    REPLACEMENT,    FY7S-79 

609  VARIOUS    LOCATIONS   RESURFACE    CITY      STREETS. 

CONTACT   7,    FY78-79 

610  MOVABLE    BRIDGES-   MAINT.    £    REPAK, 

611  STREET    LIGHTING    STRUCTURES-MAINT 

617  BICYCLE    ROUTE    PROGRAM,    FY78-79 

618  STREET    NAME    SIGNS    -    MAINT   £    nePAIR,    FY78-79 

TOTAL 


FY78-79 

£    REPAIR    FY78-7 


CAPITAL    PROJECTS 
701  ENGINEERING   COSTS   £ 

TOTAL 


ADM.    EXPENSES    VAKI3US 


9,000 

3,000 

850 

3,000 
92,000 
30,000 

200,000 

3,000 

220,000 

4,000 

35,000 

599,850 


20,004 
20,004 


TOTAL  ENGINEERING  GENERAL  SERVICES 


3,413,56V 


08   STREET  CLEANING 

02  STREET  PLANTING 

01  001  PERMANENT  SALARIES  -  MISC. 

01  003  PERMANENT  SALARIES  -  CRAFTS 

oi  020  temporary  salaries 

01    060  MANDATORY   FRINGE    BENEFITS 

10    100  PROFESSIONAL    £    SPECIAL    SERVICES 

10    120  OTHER   CURRENT    SERVICES 

10    130  MATERIALS    £    SUPPLIES 

22    220  EQUIPMENT 


446,331 

44,013 

l.CCO 

141,566 

175,600 

1,352 

13.40C 

15.75C 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YtA*  i^»76-i979 

NUMBER       DESCRIPTION  AMbU",T 

02  092   ROAD  FOND  -  CONTINUED 

06   STREET  CLEANING  -  CONTINUED 

02  STRtET  planting  -  continued 

30  310   CENTRAL  SHOP  17,000 

30  330   LIGHT,  HEAT  t  POWER  360 

TOTAL  t>56,39<, 

09      STREET   REPAIRS 

01   001      PERMANENT    SALARIES   -   MISC.  209,798 

01    003      PERMANENT    SALARIES    -  CRAFTS  2,240,  188 

01    010      OVERTIME  650 

01    012      HOLIDAY    PAY  14,991 

oi  020  temporary  salaries  17,100 

01    060      MANDATORY    FRINGE    BENEFITS  708,993 

10    120      OTHER    CURRENT    SERVICES  16,582 

10    130      MATERIALS    L    SUPPLIES  521,450 

10    140      FIXED    CHARGES  35,000 

22    220      EQUIPMENT  98,155 

30    310       CENTRAL    SHOP  179,160 

30    316      BUILDING    KEPaIR  31, 9^0 

30    321      PUBLIC    W0KK.S    ACCOUNTING  18,534 

30   322       PUBLIC    WORKS    PERSONNEL  17,053 

30    330      LIGHT,    HEAT    &    POWER  t9,3C0 

30    370      WORK.EHS   COMPENSATION    (RET)  o2,00G 

TOTAL  4,220,922 

FACILITIES  MAINTENANCE  PROJECTS 

612  PAI\T1NG  ASPHALT  PLANT  4,600 

613  ASPHALT  PLA\T  REPAIRS  7,735 

614  MISCELLANEOUS  EMERGENCY  S.EPA1RS  3,000 

615  MAINT.  t  REPAIRS  BRIDGES  TUNNELS  t  CVERKAiScS  16,789 

616  MAIt.T.  £  REPAIR  VARIOUS  STRUCTURES  21.C0C 

TOTAL  53,32«, 

TOTAL    STREET   REPAIRS  4,^74,246 

T?TAL    RfSAD    FUND  8,544,229 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAK    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


02  098   SIDE  SEMER  INSTALLATION  FUND 

90   PUBLIC  WORK 

07   MATER  POLLUTION  CONTROL 
02   SEWER  REPAIR 
601      SIDE  SEmER  INSTALLATION 

TOTAL 


1.0,000 
30.00C 


02    221      OPEN    SPACt    ACQUISITION    £    PARK    RENOVATION    FUND 

42      RECREATION    £    PARK   COMMISSION 
04      PLANNING    t.    DEVELOPMENT 
01      OPEN   SPACE 
01   020      TEMPORARY    SALARIES 
10    120      OTHER  CURRENT   SERVICES 
10   130      MATERIALS    t    SUPPLIES 
10    140      FIXED    CHARGES 

TOTAL    OPEN    SPACE    ACQUISITION    £    PARK    FUND 


£0,000 
1,250 
1,250 

800 

23,300 


02    222      CANDLESTICK    PARK   FUND 


42      RECKEATIOK    £    PARK    COMMISSION 
03      PARK 

0  8      CANDLESTICK    PARK 

PERMANENT    SALARIES   -  MISC. 
PERMANENT    SALARIES    -   CRAFTS 
OVERTIME 

TEMPORARY    SALARIES 
MANDATORY    FRINGE    BENEFITS 
PROFESSIONAL   £    SPECIAL   SERVICES 
JTHER   CURRENT    SERVICES 
MATERIALS    £    SUPPLIES 
FIXED    CHARGES 
RENTAL    OF    PROPERTY 
EQUIPMENT 
CENTRAL    SHOP 
LIGHT,    MEAT    £    POWER 
TOTAL 


01 

001 

01 

00  3 

01 

010 

01 

02  0 

01 

060 

10 

100 

10 

120 

10 

130 

10 

140 

10 

146 

22 

22  0 

30 

310 

30 

330 

26,917 

79,219 

25,050 

11,000 

33,*60 

50,000 

106,375 

27,000 

2*, 756 

1,SU9,*76 

10,100 

3,000 

1*0, 000 

2,3*6,353 


PAGE     118 


EXPENDITURE    APPkCPKIATlCSS  FISCAL    YeAr.    1978-1979 

NUMBER                 DESCRIPTION  AMCUr.T 

02   222      CANDLESTICK    PARK    FUND    -    CONTINUED 

42      RECREATION    t    PARK   COMMISSION    -   CONTINUED 

03      PARK   -   CONTINUED 

FACILITIES    MAINTENANCE  PROJECTS 

601  MAINTENANCE    £    REPAIR    OF    VARiCUS    PkCJcCTS  30,000 

602  LIGHT    T3wER    REHABILITATION  20,000 

TOTAL  70,000 

TuTAL    CANDLESTICK    PARK    FUM>  <.,4I6,35j 

02    223      SAN   FKANCISCO   200    FUND 

42      RECREATION    t    PARK    COMMISSION 
03      PARK 
07      200 

01    001       PERMANENT    SALARIES    -   MISC.  1<»G,344 

01    012      HOLIDAY    PAY  1,200 

01    020      TEMPORARY    SALARIES  2,500 

01  060  MANDATORY  FRINGE  BENEFITS  «t2,510 
10  100  PROFESSIONAL  &  SPECIAL  SERVICES  4,000 
10  120  OTHER  CURRENT  SERVICES  11,330 
10  130  MATERIALS  t  SUPPLIES  1,100 
49    490      REVENUE    TRANSFERS  784,816 

TOTAL  9bb,3uC 

FACILITIES  MAINTENANCE  PROJECTS 

601  MISCELLANEOUS  IMPROVEMENTS  32,700 

602  MAINTENANCE  I    REPAIRS  30,000 

TOTAL  62,700 

TOTAL    SAN    FRANCISCO   ZOO    FuND  1,051,000 

02  224      YACHT   HAR3CR    EXPANSION    FUND 

42      RECREATION    t.    PARK   COMMISSION 
03      PARK 

09      YACHT    HARBOK 

01    001       PERMANENT    SALARIES    -    MISC.  79,379 

01    010      0VFRT1MS  t>00 

01    012      HOLIDAY    PAY  ^,700 

01    020      TEMPORARY    SALARIES  13,000 

01    060      HANDATl'KY    FP.I'tGE    BENEFITS  23,423 

10    111      JSE    OF    EMPLOYEES    CARS  250 

10    120      OTHER    CURPSV"    SERVICES  11,252 

10    130      MATERIALS    I    SUPPLIES  "»,02a 
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EXPENDITURE    APPROPRIATIONS 


FISCAL    YEAK    1976-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


02    224      YACHT    HARBUR    EXPANSION   FUND    -   CONTINUED 

42      RECREATION    I    PARK    COMMISSION   -   CONTINUED 

03      PARK    -  CONTINUED 

09      YACHT   HARBUR    -  CONTINUED 
10    140      FIXED    CHAkbES 
22    220      EgUIPMENT 
30    330      LIGHT,    HEAT    &    POWER 
30   370      WORKERS    COMPENSATION    JRET) 
40    401       LOAN   REPAYMENTS 
TOTAL 


lb, 770 

*66 

i2,640 

1.000 

143,971 

319,976 


FACILITIES    MAINTENANCE    PkOJECTS 
601  MAINTENANCE    STRUCTURES 

TOTAL    YACHT    HARBOR    EXPANSION    FU^D 


V7,000 
366,976 


02    Z2B      GOLF    FUND 

42      RECREATION   C    PAHK   COMMISSION 
49   490  REVENUE    TRANSFERS 

TOTAL 


4UC000 
400,000 


02    229      CONCESSION    FUND 

42      RECREATION    i,    PARK    COMMISSION 
49   490  REVENUE    TRANSFERS 

TOTAL 


1,005,263 
1,005,263 


02  291   WELFARE  ASSISTANCE  L    ADMINISTRATION  FJKD 

04   DISTRICT  ATTORNEY 

02   FAMILY  SUPPORT 
49  490   REVENUE  TRANSFERS 

45   SOCIAL  SERVICES 

<»9  490   REVENUE  TRANSFERS 

TOTAL 


1,533,000 

105.613.2V3 
107,146,293 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAH    1V78-1979 

NUMBER.                 DESCRIPTION  AMCUNT 

02    403      ADMISSICKS    FUND 

61      FINE    ARTS    MUSEUMS    OF    SAN    FRANCISCG 

02      ADMISSION 

01    001       PERMANENT   SALARIES    -   MISC.  41,674 

01    010      OVERTIME  700 

01    012      HOLIDAY    PAY  1,900 

01    020      TEMPORARY    SALARIES  6C0 

01  060  MANDATORY  FRINGE  BENEFITS  12,086 
10  100  PROFESSIONAL  t  SPECIAL  SERVICES  4,513 
10  120  OTHER  CURRENT  SERVICES  2,675 
10  130  MATERIALS  t  SUPPLIES  5,000 
49    490      REVENUE    TRANSFERS  120,000 

TOTAL  189,350 

02  412      STREET    ARTIST    PROGRAM    FUND 

28      ART   COMMISSION 

101              STREET   ARTISTS   PROGRAM  15,709 

TOTAL    STREET   ARTISTS    PROGRAM    FUtiD  15,709 

07  001      BONO    INTEREST    AND   REDEMPTION 

40    400      DEBT    SERVICE  27,028,956 

TOTAL  27,023,956 

08  051    INTRAGOVERKMENTAL    SERVICE    FUND    -  Put 

03  CITY    ATTORNEY 

01    001      PERMANENT    SALARIES    -    MISC.  126,099 

01    060      MANDATORY    FRINGE    BENEFITS  59,643 

TOTAL  285,742 

40      PUBLIC    UTILITIES    COMMISSION 
01      GENERAL    OFFICc 

01    001      PERMANENT    SALARIES    -    MISC.  Jt4,370 

MANDATORY    FRINGE    BENEFITS  103,090 

CThEr.   CUrtPEM    SERVICES  ^0,550 

MATERIALS    L    SUPPLIES  2,900 

FIXED    ChAKGES  4,245 

EWUlPtfEVf  4,675 

CITY    ATTOKf.EY  i5,27e 

TOTAL  555, lot 
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01 

060 

10 

120 

10 

130 

10 

140 

22 

220 

30 

302 

EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


08  051  INTRAGOVERNMENTAL  SERVICE  FUND  -  PUC  -  CONTINUED 
40   PUBLIC  UTILITIES  COMMISSION  -  CONTINUED 

01  GENERAL  OFFICE  -  CONTINUED 

39  390   WORK  ORDER  RECOVERY  CO, 850- 

02  PJC-EDP  CENTER 

01    001      PERMANENT    SALARIES    -  MISC.  717,290 

01    010      OVERTIME  6,000 

01    020      TEMPORARY    SALARIES  46,000 

01   060      MANDATORY    FKINGE    BENEFITS  104, 765 

10    100      PROFESSIONAL    6   SPECIAL    SERVICES  260,000 

10    120      OTHER    CURRENT    SERVICES  177,823 

10    130      MATERIALS    L    SUPPLIES  51,000 

10    140      FIXED    CHAkGES  222 

22    220      EyUIPMENT  150 
39    390      WORK    ORDER    RECOVERY                                                                                   1,465,250- 

08  101   INTRAGOVERNMENTAL  SERVICE  FUND  -  LIGHT  HEAT  L    POWER 


49   PUC  -  LIGHT,  HEAT  t  POWER 

01  001  PERMANENT  SALARIES  -  MISC. 

01  010  OVERTIME 

01  012  HOLIDAY  PAY 

01  060  MANDATORY  FRINGE  BENEFITS 

10  120  OTHER  CURRENT  SERVICES 

10  130  MATERIALS  L    SUPPLIES 

10  140  FIXED  CHARGES 

10  180  PURCHASE  OF  POWER  FOR  RESALE 

22  220  EtiUIPMENT 

30  350  REPRODUCTION 

30  360  PUBLIC  UTILITIES  COMMISSION 

39  390  WORK  ORDER  kECOVERY 

TOTAL 


172,794 

717 

574 

5*, 959 

1,185 

550 

222 

12,602,660 

150 

300 

14,085 

tt, 4*3,1 1G- 

4,405,086 


PAGE  122 


EXPENDITURE  APP«OP.,.IATIUNS  FISCAL  YEak  197t>-1979 

NUMBER       DESCRIPTION  AMjuVT 

08  150   i.\TRAGOVER\MENTAL  SERVICE  FUND  -  CGV,<OlLSR 
150   CONTROLLER  DATA  PROCESSING  FUND 

09  CONTROLLER 

02  DATA    PROCESSING    CENTER 

01    001      PERMANENT    SALARIES    -    MISC.  1,456.930 

01    010      OVERTIME  40,000 

01    020      TEMPORARY    SALARIES  2,490,154 

01    060      MANDATORY    FRINGE    BENEFITS  l,G20,7ol 

10  100  PROFESSIONAL  f.  SPECIAL  SERVICES  200,760 
10  111  USE  OF  tMPLOVEES  CARS  1,000 
10  120  OTHER  CURRENT  SERVICES  2,838,282 
10  130  MATERIALS  I  SUPPLIES  222,269 
10  140  FIXED  CHARGES  20,000 
39    390      WORK    ORDER    RECOVERY  8,392, 15b- 

08    201      iJiTRAGOVEKNMENTAL    SERVICE    FUND    -    KEPKuD^CIION 

91      PURCHASING 

03  REPRODUCTION 

01    001      PERMANENT    SALARIES    -   MISC.  102,765 

01    010      OVERTIME  2,500 

01    020      TEMPORARY    SALARIES  34,970 

01    060      MANDATORY    FRINGE    BENEFITS  33,055 

10    120      OTHtR   CURkENT   SERVICES  44,450 

10    130      MATERIALS    l>    SUPPLIES  52,000 

39    390      WORK    GRDER    RECOVERY  269,740- 

08    251      INTRaGOVERNMENTAL    SERVICE    FUND    -    CEN'T.AL    SriOP 

91   PURCHASING 

02      CENTRAL    SHOP 

01    001       PERMANENT    SALARIES    -   MISC.  209,602 

01    003      PERMANENT    SALARIES    -   CRAFTS  1,822,919 

01    010      OVERTIME  10.5CP 

01    020      TEMPORARY    SALARIES  35,000 

01    060      MANDATORY    FRINGE    BENEFITS  526,340 

10    120      OTHER   CURRENT    SERVICES  197,218 

10    130      MATERIALS    «.    SUPPLIES  561,233 

10    140      FIXED    CHAKGES  65 

39   390      WORK.    Lf.jEr-.    RECOVERY  3,363,077- 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAR    1978-1979 

NUMBER                DESCRIPTION  AMOUNT 

08    401       INTRAGOVERNMENTAL    SERVICE    FUKD    -   HEALTH    SERVICE 

33      HEALTH    SERVICE 

01    001      PERMANENT    SALARIES    -  MISC.  138,970 

01   010      OVERTIME  1,000 

01    060      MANDATORY    FRINGE    BENEFITS  101,6*6 

10    120      OTHER   CURRENT   SERVICES  20,000 

10   130      MATERIALS    6    SUPPLIES  3,650 

10    140      FIXED    CHARGES  210 

22    220      EQUIPMENT  7>7 

30    329      REGISTRAR    OF    VOTERS  9G0 

30   340      CONTROLLER   DATA   PROCESSING  199,66* 

30    370      WORKERS    COMPENSATION    <  RET)  100 

39    390      WORK    JRDER    RECOVERY  467,117- 

08  410   IhTRAGOVEKNMENTAL  SERVICE  FUND  -  WORKERS  COMPENSATION 

44  EMPLOYEES  RETIREMENT  SYSTEM 

10  140   FIXED  CHARGES  6,1*4,795 

39  390   WORK  ORDE.<  RECOVERY  6,144,795- 

08  980   INTRAGUVERNMENTAL  SERVICE  FUND  - 

PUBLIC  WORKS  -  ADMINISTRATIVE  OVERHEAD  FUND 

90      PUBLIC    WORK.S 

01      ADMINISTRATION 
01      GENERAL    OFFICE 

PERMANENT    SALARIES    -    MISC.  116,351 

OVERTIME  200 

HOLIDAY    PAY  1,200 

TEMPORARY    SALARIES  1,200 

MANDATORY    FRINGE    BENEFITS  3*, 736 

OTHER   CURRENT   SERVICES  15,675 

MATERIALS    C    SUPPLIES  1,950 

REAL    ESTATE  2,000 

CENTRAL    SHOP  lOO 

TOTAL  175,412 


01 

001 

01 

010 

01 

012 

01 

020 

01 

060 

10 

12  0 

10 

130 

30 

303 

30 

310 

02 

01 

001 

01 

060 

10 

111 

10 

120 

10 

130 

22 

22  0 

30 

311 

ACCOUNTING 

PERMANENT  SALARIES  -  MISC.  145, *12 

MANDATORY  FKlNGE  BENEFITS  *2,249 

USE  OF  EMfLOYEES  CARS  ICC 

OTHER  CURRENT  SERVICES  2,400 

MATERIALS  L    SUPPLIES  1,700 

EUUIPMENT  7&5 

PURCHASING  -  MAIN  OFFICE  ie,6l7 

30  340   CONTROLLER  DATA  PROCESSING  92,202 
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EXPENDITURE  APPrfOPRI ATIONS  FISCAL  YEA*  1*78-197^ 

NUMBER  D2SCR1PUON  AMOUNT 

08    980       INTRAGOVERhMENTAL    SERVICE    FUND COUTINUrD 

PUBLIC    W-KK.S    -   ADMINISTRATIVE    UVtisHEAO    FUND    -   CONTINUED 

90   PUBLIC  WORKS  -  CONTINUED 

01   ADMINISTRATION  -  CONTINUED 

02  ACCOUNTING  -  CONTINUED 

TOTAL 

03  PERSONNEL 
01  001  PERMANENT  SALARIES  -  MISC. 
01  060  MANDATORY  FRINGE  BENEFITS 
10  120  OTHER  CURRENT  SERVICES 
10  130  MATERIALS  t>    SUPPLIES 
30  310  CENTRAL  SHOP 

TOTAL 

01      ADMINISTRATION 
39    390   ADMIUSTRATION    EXPENDITURE    RECOVtRY 
TOTAL 

TOTAL    P.M.    ADMINISTRATIVE    OVERHEAD    FU'.D 


08    981       IMTkAGOVEANMENTAL   SERVICE    FUW    - 

PUBLIC    WORKS    -   PROJECT    OVERHEAD    FUND 

90      PUBLIC    WORKS 

02      ARCHITECTURE 

10    120      OTHER    CURRENT    SERVICES  3 ,  V40 

10    130      MATERIALS    £    SUPPLIES  1,940 

30    310      CENTRAL    SHOP  1,320 

39    390      OVERHEAD   COST    RECOVERY  7,^C0- 

05       SANITARY    ENGINEERING 

10    120      OTHtK   CURRENT   SERVICES  11,469 

10    130      MATERIALS    u    SUPPLIES  11,600 

10    146      RENTAL    OF    PROPERTY  <r6,00G 

22   220      EQUIPMENT  7ft 

30    310      CENTRAL    SHOP  450 

30    360      PUC    DATA    PROCESSING  j4.3G7 

39    390      OVEkHcAD    COST    RECOVERY  124,57*- 


303. 

,445 

100: 

.417 

51 

,  S*»3 

700 

1 

,827 

900 

133 

,667 

112 

,506 

112 

,506 

502 

,038 
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EXPENDITURE   APPROPRIATIONS 


FISCAL    YEAR    19T8-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


08   981      INTERGOVERNMENTAL  SERVICE    FUND   CONTINUED 

PUBLIC   WORKS   -  PROJECT   OVERHEAD   FUND   -   CUNTINUEC 


90      PUBLIC    WORKS    -  CONTINUED 
06      ENGINEERING 

10   111      USE   OF    EMPLOYEES   CARS 
OTHER   CURRENT   SERVICES 
MATERIALS   £    SUPPLIES 
RENTAL   OF    PROPERTY 
EQUIPMENT 
CENTRAL    SHOP 

CONTROLLER    DATA   PROCESSING 
OVERHEAD   COST  RECOVERY 


INTRAGOVERNMENTAL   SERVICE    FUND    - 
PUBLIC    WORKS    -   PROJECT    PERSONNEL    FUND 


10 

120 

10 

130 

10 

146 

22 

220 

30 

310 

30 

340 

39 

390 

08 

999 

840 
490,390 
29,500 
24,279 
14,894 
28,000 
33,320 
621,223- 


90   PUBLIC  WORKS 

02   ARCHITECTURE 
01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
39  390   PERSONNEL  COST  RECOVERY 


98,433 

28,974 

127,407- 


05      SANITARY    ENGINEERING 
01    001      PERMANENT    SALARIES    -  MISC. 
01    060      MANDATORY    FRINGE    BENEFITS 
39    390      PERSONNEL    COST   RECOVERY 


146,5  79 

38,737 

185,316- 


06   ENGINEERING 
01  001   PERMANENT  SALARIES  -  MISC. 
01  003   PERMANENT  SALARIES  -  CRAFTS 
10  010   OVERTIME 

01  060   MANDATORY  FRINGE  BENEFITS 
39  390   PERSONNEL  COST  RECOVERY 


1,143,454 

137,117 

2,000 

3U9.693 

1,672.264- 


30  001   AIRPORT  OPERATING  FUND 


03   CITY  ATTORNEY 

01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
TOTAL 


207,764 

52,938 

260,702 
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EXPENDITURE  APPROPRIATIONS 


FISCAL    YEA*     1978-1979 


NUMBER 


DESCRIPTION 


\MOUM 


30    001      AlRPLi\T    OPERATING   FUND    -   COMINUED 


09  CONTROLLER 

01       FINANCIAL   DIVISION 

10  100      PROFESSIONAL    £    SPECIAL    SERVICES 

TOTAL 


15,400 
15,400 


27  AIRPORT 

01  001  PERMANENT    SALARIES    -  MISC. 

01  003  PERMANENT    SALARIES   -  CRAFTS 

01  010  OVERTIME 

01  012  HOLIDAY    PAY 

01  020  TEMPORARY   SALARIES 

01  060  MANDATORY    FRINGE    BENEFITS 

10  100  PROFESSIONAL    £    SPECIAL    SERVICES 

10  101  MEDICAL   SERVICE    CONTRACT 

10  111  USE    OF    EMPLOYEES    CARS 

10  120  OTHER   CURRENT   SERVICES 

10  130  MATERIALS    L    SUPPLIES 

10  140  FIXED   CHARGES 

10  145  JUDGMENTS   AND    CLAIMS 

10  146  RENTAL   OF    PROPERTY 

22  220  EWUiPMENT 

30  301  FIRE 

30  302  CITY    ATTORNEY 

30  30  3  REAL    ESTATE 

30  310  CENTRAL    ShOPS 

30  330  LIGHT,    HEAT   AND    POWER 

30  360  PUC 

30  370  WORKERS    COMPENSATION    (RET) 

40  400  DEBT    SERVICE 

46  460  EQUITY    TRANSFERS 

49  490  REVENUE    TRANSFER 
TOTAL 


31      FIRE    DEPARTMENT 

01    002      PERMANENT    SALARIES   -  UNIFORM 

OVERTIME 

HOLIDAY    PAY 

MANDATORY    FKI^GE    BENEFITS 
TOTAL 


01    010 
01   012 

01    060 


6,267,225 

l,o31,546 

164,000 

185,000 

36,000 

2,385,391 

122,000 

85, COO 

150 

1,608,700 

628,500 

843,250 

68,500 

226,250 

279, 98t 

213,843 

33,497 

78,103 

42,500 

3,341,940 

55,760 

100,000 

21,722,895 

2,000,000 

to,  206, 250 

48,526,288 

1,221,132 

io,000 

34,536 

1,132,934 

2,40^,602 
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EXPENDITURE   APPROPRIATIONS 


FISCAL    YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


30  001   AIRPORT  OPERATING  FUND  -  CONTINUED 


38   POLICE  DEPARTMENT 

01  002   PERMANENT  SALARIES  -  UNIFORM 
01  060   MANDATORY  FRINGE  BENEFITS 
TOTAL 

91   PURCHASING 

01   MAIN  OFFICE 
01  001   PERMANENT  SALARIES  -  MISC. 
01  010   OVERTIME 
01  012   HOLIDAY  PAY 
01  060   MANDATORY  FRINGE  BENEFITS 
TOTAL 

TOTAL  AIRPORT  OPERATING  FUND 


29, 

,700 

25, 

,735 

55, 

,435 

48, 

,240 

322 

643 

14. 

,899 

6<r, 

,104 

51t326, 

,531 

30  002   SPECIAL  AVIATION 


27     AIRPORT 

40  400      DEBT   SERVICE 

TPTAL 


10,000 
10,000 


30    500      AIRPORT    PROGRAMMATIC    PROJECTS    FUND 


101  AIRPORT    SECURITY   COSTS 

102  AIRPORT   ENGINEERING 


23,000 
850,000 


TOTAL 


873,000 


30   600      AIRPORT   FACILITIES    MAINTENANCE    PROJECTS 


101  FACILITIES  MAINTENANCE 

102  ENGINEERING  AND  INSPECTION 

103  LANDING  FIELD  APRONS  AND  ROAD 

PAVEMENTS  RECONSTRUCTION 

TOTAL 


500,000 
23,250 

150,000 

673,250 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAK     1976-1979 

NUMBER                DESCRIPTION  AMOUNT 

30  700   AIRPOKT  CAPITAL  PROJECTS  FUND 

101  ENGINEERING  AND  INSPECTION  650,000 

102  IMPROVEMENTS  -  UTILITY  SYSTEM  200,000 

103  IMPROVEMENTS    -   LANOING    FIELD    FACILITIES  150,000 

104  IMPROVEMENTS  -  PASSENGE3  TEPKINAL 

AND  ADMINISTRATION  FACILITIES  53,000 

105  IMPROVEMENTS  -  LADING  FIELD  AREAS  3,000,000 
lOo      IMPKOVEMErsTS  -  DRAIHAGE  SYSTEM  600,000 

TOTAL  4,655,000 

31  001   MUNICIPAL  RAILWAY  OPERATING  FUND 

03   CITY  ATTORNEY 

01  001   PERMANENT  SALARIES  -  MISC.  428,613 

01    060      MANDATORY    FRINGE    BENEFITS  109,790 

TOTAL  538,405 

09  CONTROLLER 

01   FINANCIAL  DIVISION 

10  100   PROFESSIONAL  t  SPECIAL  SERVICES  15,750 

TOTAL  15,750 

35       MUMCiPAL    RAILWAY 

01    001       PERMANENT    SALARIES    -    MISC.  7,308,5e9 

01    003      PERMANENT   SALARIES    -    CRAFTS  11,753,618 

01    004      PERMANENT    SALARIES    -    PLATFORM  33,186,349 

01    01C      OVEkTImE  265,000 

01    012      HOLIDAY    PAY  277,000 

01    020      TEMPORARY    SALARIES  6,300 

01    040      FEES    t    OTHER    COMPENSATION  15,000 

01    060      MANDATOt-.Y    FRINGE    BENEFITS  14,149,633 

10    100      PROFESSIONAL    £    SPECIAL    SERVICES  5,000 

10    101      MEDICAL    SERVICE    CONTRACT  34,000 

10    120      OTHER    CURRENT  StRVICES  1,033,517 

10    130      MATERIALS    L    SUPPLIES  5,159,170 

10    140       FIXED    CHARGES  186,326 

10    145      JUDGMENTS    t    CLAIMS  3,257,000 

10    146      RENTAL    OF    PROPERTY  7,000 

22    220      EQUIPMENT  34,661 

30    311      PURCHASING  28,960 

30    330      LIGHT,    hEaT    AND    POWER  1,346,314 

30    360      PUC  392,728 

30    370      WORKERS    COMPENSATION    (RET)  1,250,000 

48  481      CONTRIBUTION    TO    CAC  13,214 

49  490      REVENUE    TRANSFER  6,065,6CC 

TOTAL  66,775,029 
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EXPENDITURE   APPROPRIATIONS 


FISCAL   YEAR    1976-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


31  001   MUNICIPAL  RAILWAY  OPERATING  FUND  -  CONTINUED 


91   PURCHASING 

01   MAIN  OFFICE 
01  001   PERMANENT  SALARIES  -  MISC. 
01  010   OVERTIME 
01  012   HOLIDAY  PAY 
01  060   MANDATORY  FRINGE  BENEFITS 
TOTAL 

TOTAL  MUNICIPAL  RAILWAY  OPERATING  FUND 


369, 

,543 

322 

1. 

,976 

llli 

,019 

502, 

,665 

87 

,632 

,049 

31  500   MUNICIPAL  RAILWAY  PROGRAMMATIC  PROJECTS  FUND 


101  MUNI-BART  COORDINATION 

102  MUNICIPAL  RAILWAY  ENGINEERING  DIVISION 

103  SERVICES  OF  MTC 


250,000 
150,300 
200,000 


TOTAL 


600,300 


31  600   MUNICIPAL  RAILWAY  FACILITIES  MAINTENANCE  PROJECTS 


101  REPLACEMENT  OF  TRANSIT  OPERATING  EQUIPMENT 

102  VARIOUS  LOCATIONS,  COMPLETE  CORRECTION 

OF  OSHA  CITATIONS 

103  GENEVA  CARHOUSE,  REHABILITATE  FUEL 

FIGHTING  EQUIPMENT 

104  CABLE  CARBARN,  IMPROVE  GREASING  FACILITIES 

105  KIRKLAND,  IMPROVE  TURBINE  SERVICING 

106  MAINTENANCE  AND  REPAIR  OF  BUILDING  AND 

OTHER  STRUCTURES,  VARIOUS  LOCATIONS 
TOTAL 


5,364,000 

50,000 

6,000 
4,500 
1,300 

^60,100 
5,605,900 


31  700   MUNICIPAL  RAILWAY  CAPITAL  PROJECTS 


101  VARIOUS  LOCATIONS,  EXPAND  OK  REPLACE 

FACILITIES  (FROM  BRIDGE  TOLLS) 

102  POTAERQ,  CONSTRUCT  STOREROOM 

103  VARIOUS  LOCATIONS,  INSTALL  AIR  AND 

WATER  LINES 

TOTAL 


547,000 
13,000 

19,400 

579,^00 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YbAK    1978-1979 

NUMBER                 DESCRIPTION  AMOUNT 

32  001   WATER  DEPARTMENT  OPERATING  FUND 

09  CONTkOLLER 

01   FINANCIAL  DIVISION 

10  100   PROFESSIONAL  6  SPECIAL  SERVICES  7,700 

TOTAL  7,700 

47  WATER    DEPARTMENT 

01    001      PERMANENT    SALARIES    -    MISC.  3,170,005 

01    003      PERMANENT    SALARIES    -  CRAFT  5,46b, 269 

01    010      OVERTIME  323,000 

01    012      HOLIDAY    PAY  ^0,000 

01    013      EXTENDED    WORK    WEEK  b5,000 

01    020      TEMPORARY    SALARIES  261,200 

01    060      MANDATORY    FRINGE    BENEFITS  2,8b4,601 

10    100      PROFESSIONAL    L    SPECIAL    SERVICES  79,000 

10    120      OTHER    CURRENT    SERVICES  4a8,45G 

10    130      MATERIALS    t    SUPPLIES  1,50b, 707 

10    140      FIXED    CHARGES  1,852,531 

10    145      JUDGMENTS    AND    CLAIMS  «*0,0C0 

22    220      EUUIPMENT  199,225 

30    303      REAL    ESTATE  79,724 

30    330      LIGHT,    HEAT    AND    PCWER  918,254 

30    360      PUC  1,362,304 

30    370      WORKERS    COMPENSATION    (RET)  90,000 

48  480      CONTRIBUTION    FOR    BOND    INTEREST    £    KtDE»*PriD\  5,372,672 

48  481      CONTRIBUTION   TO    CAO  9,710 

49  490      REVENUE    Tr.ANSFEK  12,461,000 

TOTAL  36,691,652 

91      PURCHASING 

01      MAIN   OFFICE 

01    001      PERMANENT    SALARIES    -    MISC.  70,252 

01    010       OVERTIME  625 

01    012       HOLIDAY    PAY  946 

01    060      MANDATORY    FRINGE    BENEFITS  20,179 

TOTAL  92,002 

TOTAL    WATER    OPERATING    FUND  36,791,354 

32    600      WATER    FACILITIES    MAINTENANCE    PROJECTS 

101  RENEW    WATER    SERVICES  1,100,000 

102  RELOCATE    t.    REALIGN   WATER   MAUiS  2C0.000 

103  RELOCATE    i.    KEALlGN    WATER    SERVICES  150,000 

104  REPLACE    WATER    MAINS  900,000 

105  RECONSTRUCT    «.    RESTORE    FENCES  35,000 

106  viRADE    «.    RESURFACE    ROADS  20,000 
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EXPENDITURE  APPROPRIATIONS 


FISCAL  YEAR  1976-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


32  600   MATER  FACILITIES  MAINTENANCE  PROJECTS  -  CONTINUED 

107  WATER  MAINS  CEMENT  MORTAR  LINING  325,000 

108  RECONSTRUCT  DRAIN  £  AIR  VALVES  15,000 

109  MAINT.  £  REPAIR  £  IMPROVEMENTS  TO  BUILDINGS  43,000 

110  MAINT.  £  REPAIR  OF  STREETS  £  SIDEWALKS  400,000 

111  REPLACE  42"  LINE  VALVE  -  CALAVERAS  PIPELIKE  AT 

FILTER  PLANT  INFLUENT  65,000 

112  COMPLETE  REPLACEMENT  OF  ROOF  EXPANSION  JOINT 

SEALANT  -  SUNSET  RESERVOIRS  70,000 

113  REHABILITATE  POTRERO  HEIGHTS  TANK  16,000 

114  REPLACE  LOG  BOOM  -  SAN  ANDRES  RESEkVOIR  60,000 

TOTAL  3,4^01,000 


32   700     WATER   CAPITAL    PROJECTS 

ioi          water  main  extensions  350,000 

102  NEW    SERVICES    £    METERS  240,000 

103  INSTALL    GATE    VALVES  50t000 

104  CATHODIC    PROTECTION    FOR    PIPELINES    £    EUU1PMENT  42,000 

105  DEFINE    RIGHT    OF    WAY    £    PROPERTY    LINES  42,000 

106  CONSTRUCT    FEEDER    MAINS  500,000 

107  WATERSHED    LAND    EROSION    CONTROL  18,000 

108  INSTALL    DRAIN    £    AIR    VALVES  25,000 

109  CONSTRUCT    FENCES  37,000 

110  INSTALL    LOW    FLOW    CONTROL    VAi-VE    -    SUSOL 

FILTER    PLANT    INFLUENT  75,000 

111  INSTALL    CONNECTION    BETWEEN    ALAMEDA    CHEEK    SIPHON 

£    SAN   ANTONIO    PUMP    STATIC f  192,000 

112  SURVEILLANCE    SYSTEM    -  CORPORATION    YARD  16,000 

113  INSTALL    NEW    24"    SUCTION    PIPE    FOR    PUMP    KC.     1, 

CENTRAL    PUMP    STATION  b6,000 

114  EMERGENCY    POWER    INSTALLATION    FOR    CITY'S  PRIMARY 

PUMP    STATIONS  237,000 

TOTAL  1,910,000 
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EXPENDITURE:    APPROPRIATIONS  FISCAL    YEAR    1976-1979 

NUMBER  DESCRIPTION  AMOUNT 

33    001      HETCH    HETCHY    OPERATING    FUND 

09  CONTROLLER 

01   FINANCIAL  DIVISION 

10  100   PROFESSIONAL  £  SPECIAL  SERVICES 

TOTAL 

32   HETCH  HETCHY 

01  001   PERMANENT  SALARIES  -  MISC. 

PERMANENT  SALARIES  -  CRAFTS 

OVERTIME 

HOLIDAY  PAY 

EXTENDED  WORK  WEEK 

TEMPORARY  SALARIES 

MANDATORY  FRINGE  BENEFITS 

PROFESSIONAL  U    SPECIAL  SERVICES 

USE  OF  EMPLOYEES  CARS 

OTHER  CURRENT  SERVICES 

MATERIALS  t.  SUPPLIES 

FIXED  CHARGES 

JUDGMENTS  AMD  CLAIMS 

RENTAL  OF  PROPERTY 

PURCHASE  CF  POWER  FOR  RESALE 

EUUIPMENT 

REAL    ESTATE 

LIGHTt  HEAT  t  POWER 

PUC 

WORkEkS  COMPENSATION  CRETf 

EyUITY  TRANSFERS 

CONTRIBUTION  FOR  BOND  INTEREST  £,  REDEMPTION 

CONTRIBUTION  TO  CAO 

REVENUE  TRANSFER 
TCTAL 

91   PURCHASING 

01   MAIN  OFFICE 
01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
TuTaL 

T  .iTAL  HETCH  HETCHY  OPERATING  FUN^ 


01 

003 

01 

010 

01 

012 

01 

013 

01 

020 

01 

060 

10 

100 

10 

111 

10 

120 

10 

130 

10 

140 

10 

14  5 

10 

146 

10 

180 

22 

220 

30 

303 

30 

33  0 

30 

360 

30 

37  0 

46 

460 

48 

48  0 

43 

48  1 

49 

490 

6,600 

b.buO 

9  36,132 

1 

,935,283 

210,600 

19,623 

14,960 

209,000 

1 

»264f612 

2*2,503 

1,530 

90,765 

254,175 

8^8,863 

6,000 

6^,600 

10 

,285,000 

122,755 

1,700 

3,820 

443,741 

h2,000 

6 

,067,000 

6 

,624,331 

7,9j0 

1 

,<*66,00G 

31 

,153,320 

29,784 

8,906 

38,690 

31 

,  198,610 
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EXPENDITURE    APPROPRIATIONS 


FISCAL   YEAR    1978-1979 


NUMBER 


DESCRIPTION 


AMUUNT 


33    500  HETCH   HETCHY   PROGRAMMATIC    PROJECTS    FUND 
101  HETCH  HETCHY   ENGINEERING   DIVISION 

TOTAL 


700,000 
700,000 


33   600  HETCH  HETCHY    FACILITIES   MAINTENANCE   FUND 

106  CHERRY   VALVE   HOUSE,    LAKE    ELEANOR   DAM, 

REPLACE    FISH  RELEASE   VALVES  7,000 

109  MOCCASIN-NEWARK    TRANSMISSION   LINE    -   PAINT    TOWERS  50,000 

110  MAINTENANCE    OF    HETCH    HETCHY    BUILDINGS  50,000 

111  TUNNELS    AND   PIPELINES   -  MOCCASIN   TO 

ALAMEDA   EAST    PORTAL,    GENERAL   REPAIRS  76,000 

112  HETCH   HETCHY   PROJECT   -  RESURFACE    ROADS  25,000 

115  TESLA   PORTAL,    WATER    STORAGE    TANKS, 

SANDBLAST   AND    PAINT  20,000 

116  MOCCASIN  VILLAGE,    REPLACE   WATER   MAINS  173,000 

117  0*SHAUGHNESSY    DAM    £    INTAKE,    REPLACE    WATER    MAINS  96,000 

118  REPLACEMENT   OF   D.C.    DISTRIBUTION   SYSTEM  200,000 

119  TROLLEY    COACH   OVERHEAD    SYST.    -   RECONSTRUCT 

AND    REPLACE    TROLLEY   OVERHEAD   PROG.     (TOP)  69,000 

TOTAL  766,000 


34  001   SAN  FRANCISCO  HARBOR  OPERATING  FUND 

03  CITY  ATTORNEY 

01  001   PERMANENT  SALARIES  -  MISC. 
01  060   MANDATORY  FRINGE  BENEFITS 
TOTAL 


31 

FIRE  DEPARTMENT 

01 

002   PERMANENT  SALARIES  -  UNIFORM 

01 

010   OVERTIME 

01 

012   HOLIDAY  PAY 

01 

014   DIFFERENTIAL  PAY 

01 

060   MANDATORY  FRINGE  BENEFITS 

TOTAL 

54,444 
14,384 
68,828 


287,803 

3,992 

8,551 

835 

lo5,952 

467,133 
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EXPENDITURE    APP*UPRIATI0NS  FISCAL    YEA1*    1976-1979 

NUMBER                 DESCRIPTION  mUCUNT 

34  001   SAN  FRANCISCO  HARBOR  OPERATlf.G  FUHD  -  CONTINUED 

39  PORT  COMMISSION 

01  001   PERMANENT  SALARIES  -  MISC.  l,55t>,4l«: 

01  003   PERMANENT  SALARIES  -  CRAFTS  2,418,143 

01  010   OVERTIME  30,000 

01  020   TEMPORARY  SALARIES  55,000 

01  040   FEES  t  OTHER  COMPENSATION  6,000 

01  060   MANDATORY  FRINGE  BENEFITS  9  3o,to39 

10  100   PROFESSIONAL  L    SPECIAL  SERVICES  121,000 

10  120   OTHER  CURRENT  SERVICES  2,044,000 

10  130   MATERIALS  C  SUPPLIES  475, OCC 

10  140   FIXED  CHARGES  735,000 

10  145   JUDGMENTS  AND  CLAIMS  23,000 

22  220   EUUXPPENT  21,404 

30  310   CENTRAL  SH2P  3,000 

30  370   WORKERS  COMPENSATION  (RET)  ^.5,000 

40  400   DEBT  SERVICE  7,534,022 
49  490   REVENUE  TRANSFER  295,000 

TCTAL  16,2fcO,620 

TOTAL  S.F.  HARBOR  OPERATING  FUND  16,Slo,581 

34    600    SAN    FRANCISCO    HARBOR    FACILITIES    KAlNTfUNCi    FuNU 

101  RECONSTRUCT    PIERS    DAMAGED    BY    SHIPS    L  OTHER    CAUSE               7C0O0 

102  MAINTENANCE    AND    REPAIR    OF    BUILDINGS  10,000 

103  MAINTENANCE    AHD   REPAIR    OF    STREETS  15,000 

104  MAINTENANCE    AND    REPAIR   OF    STRUCTURES  100,000 

TOTAL  195,000 

34    700    SAM    FRANCISCO    HARBOR    CAPITAL    PROJECTS  FU  :D 

101      ALTERATIONS  AS  REQUIRED  BY  TENANTS  AT  \l£*.    PIcRi     100,000 

TOTAL  100,000 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAR    1978-1979 

NUMBER                 DESCRIPTION  AMOUNT 

35    001      WASTEWATER    MANAGEMENT  OPERATING    FUND 

90      PUBLIC    WORKS 

05      SANITARY    ENGINEERING 

01    040      FEES    C    OTHER   COMPENSATION  5,500 

40   400      BOND    INTEREST    t    REDEMPTION  10,090,170 

49  490   REVENUE  TRANSFERS  1,223,073 

TOTAL  11,318,743 

07   WATER  POLLUTION  CONTROL 

01  PUMPING 

01    001      PERMANENT    SALARIES    -  MISC.  394,675 

01    003      PERMANENT   SALARIES    -  CRAFTS  2,152,405 

01    012      HOLIDAY  66,543 

01    020      TEMPORARY    SALARIES  209,500 

01    060      MANDATORY    FRINGE    BENEFITS  706,082 

10    111      USE    OF    EMPLOYEES   CARS  500 

10    120      OTHER   CURRENT    SERVICES  462,194 

10    130      MATERIALS    t    SUPPLIES  1,769,650 

22    220      EQUIPMENT  7,000 

30    310      CENTRAL    SHOP  8,500 

30    319      STREET    CLEANING  39,799 

49   490      REVENUE    TRANSFERS  798,860 

TOTAL  6,617,708 

02  SEWER  REPAIR 

01  001   PERMANENT  SALARIES  -  MISC.  20^,371 

01  003   PERMANENT  SALARIES  -  CRAFTS  1,582,859 

01  010   OVERTIME  4,700 

01  012   HOLIDAY  36,880 

01  020   TEMPORARY  SALARIES  2,736 

01  060   MANDATORY  FRINGE  BENEFITS  511,396 

io  120    other  current  services  9&,eoo 

10  130   MATERIALS  t  SUPPLIES  101,125 

22  220   EQUIPMENT  99,736 

30  310   CENTRAL  SHOP  66,000 

49  490   REVENUE  TRANSFERS  359,000 

TOTAL  3,069,607 

TOTAL  WASTEWATER  MANAGEMENT  OPERATIC  FUSD  21,006,05e 
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EXPENDITURE  APPROPRIATIONS  FISCAL  YEAH  1976-1979 


NUMBER       DESCRIPTION  AMOUNT 


35  500   WASTEWATER  PRJGRAMMATIC  PROJECTS  FUND 

90       PUBLIC    WORKS 

05   SANITARY  ENGINEERING 

110  RESIDENTIAL  USERS  APPEAL  BOARD  PROGRAM  lt800 

111  KISCELL*NfcOUS  PROJECTS  309,690 
273  RAINFALL  t  RUNOFF  MONITORING  PRUGHAM  212,000 
276  SEwER  SYSTEM  INFO  PLAN  REVIEW  SYSTEM  56,630 
281  CLOSED  CIRCUIT  TV  INSPECTION  UF  StWfcR  SYSTEM  128,500 
286  WASTE  WATER  PROGRAM  38,500 
315  MECHANICAL  ENGINEERING  PROGRAM  3,760 
393      1NDUSTRIAL  WASTE  PROGRAM  468,660 

TOTAL  1,219,740 

07      WATER    POLLUTION    CONTROL 
01       PUMPING 

107  SELF    MONITORING    SYSTEM  62,000 

108  UNIT    PROCESS    MAINT    t    COST    EFFECT  X VtNtSS    ACTG    PRC  20,500 

109  SPECIAL    JPER.ATION    £    MAINTENANCE    SERVICE  450,000 

TOTAL  532,500 

TOTAL    PROGRAMMATIC    PROJECTS  1,752,240 

35    600      WASTEWATER    FACILITIES    MAINTENANCE    PROJECTS    FUND 

90      PUBLIC    WO*KS 

07      WATER    PJLLUTIU*    CONTROL 

01  DUMPING 

105  MAIN.T    t    REPAIR    OF    SPEC    SYSTEM    £.    E<JUIPMEV3  95,000 

106  MAINT    fc,    REPAIR   OF    SANITARY    PROCESSING    INSTRUMENT  76,060 

107  MAINT    L    REPAIR    OF    PUBLIC    BUILDINGS  93»300 

TOTAL  2o6,360 

02  SEWER    REPAIrt 

101  REPAIR   TO    StWER    £    STRUCTURES  70,000 

102  MAINTENANCE1    L    REPAIRS    OF    SIDE    S5WERS  219,000 

103  REPAIR    -   VARIOUS    SEWERS    t    STRUCTURES  70,000 

TOTAL  359,000 

TOTAL    FACILITIES    MAINTENANCE    PROJECT  625,360 
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EXPENDITURE    APPROPRIATIONS  FISCAL    YEAR    1978-1979 

NUMBER  DESCRIPTION  AMOUNT 

35    700      WASTEWATER   CAPITAL   PROJECTS   FUND 

90      PUBLIC    WORKS 

05      SANITARY    ENGINEERING 
101  OFFICE    MODIFICATION    -    INDUSTRIAL   WAS1E    DIVISION  3,333 

TOTAL    CAPITAL    PROJECTS  3,333 

TOTAL    BUDGET  1,049,923,524 
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STATEMENT    OF    BOr^D    INTEREST    AKD    REDEMPTION  FISCAL    YEA<*     1978-1979 


ISSUES  AMOUNT 

BOND    INTEREST    AND    REDEMPTION    FUND    -    otNEKAL    CITY    OBLIGATIONS 

REVENUE 
kEVfc&UE    RECEIPTS    BY    TRANSFER    -   FROM 
AD    VALOREM    TAXES  15,031,953 

TOTAL  15,031,953 

EXPENDITURE 

1955  PLAYGROUNDS  AND  RECREATION  CENTERS 

INTEREST  10,925 

REDEMPTION  70,000 

TOTAL  60,925 

1956  HALL  OF  JUSTICE 

INTEREST  11,650 

REDEMPTION  70,000 

TOTAL  81,650 

1956    SCHOOLS 

INTEREST  6,075 

REDEMPTION  135,000 

TOTAL  1*1,075 

1959    CIVIC    CENTER    AUDITORIUM    IMPROVEMENT 

INTEREST  1,125 

REDEMPTION  15,000 

TOTAL  16,125 

19  59    PALACE    OF    FINE    ARTS 

INTEREST  5,^00 

REDEMPTION  120,000 

TOTAL  125,400 

1964    STREET    LIGHTING 

INTEREST  120,430 

REDEMPTION  430,000 

TOTAL  550,480 

1964    SCHOOL 

INTEREST  550,795 

REDEMPTION  2,100,000 

TOTAL  2,650,793 

1964    FIRE    OEPAKTMENT 

INTEREST  57,135 

REDEMPTION  330,000 

TOTAL  387,135 

1964    uOC-    CABIN    <ANCH 

INTEREST  i3,860 

REDEMPTION  90,000 

TUTAL  103,860 
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STATEMENT   OF   BOND    INTEREST    ANO    REDEMPTION  FISCAL   YEAR    i978-19T9 


ISSUES  AMOUNT 

BOND    INTEREST    AND   REDEMPTION   FONO   -  GENERAL    CITY    OBLlbATIUNi 

EXPENDITURE   -   CONTINUED 

1965    MEDICAL   CENTER 

INTEREST  732,480 

REDEMPTION  2,245,000 

TOTAL  2,977,480 

1968   MARKET    STREET   RECONSTRUCTION 

INTEREST  644,065 

REDEMPTION  1,635,000 

TOTAL  2,479,065 

1971  FIRE  PROTECTION 

INTEREST  265,915 

REDEMPTION  520,000 

TOTAL  765,915 

1972  STREET  AND    PARNWAY    LIGHTING 

INTEREST  173,455 

REDEMPTION  160,000 

TOTAL  333,455 

1973  SCHOOLS 

INTEREST  1,777,808 

REDEMPTION  1,890,000 

TOTAL  3,667,808 

19  74   FIRE    PROTECTION 

INTEREST  04,140 

REDEMPTION  125,000 

TOTAL  209,140 

ESTIMATED    SALES,    1978-1979 

INTEREST  441,645 

TOTAL  441,645 

RECAPITULATION 
GENERAL    CITY    OBLIGATIONS 

TOTAL    BOND    INTEREST  5,096,9^3 

TOTAL    BOND    REDEMPTION  V, 935, 000 

TOTAL    DEBT   SERVICE  15,031,953 
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STATEMENT   OF    BOND    INTEREST    AND   REDEMPTION 


FISCAL    YEAR    1976-1979 


ISSUES 


AMOUNT 


BOND  INTEREST  AND  REDEMPTION  -  PUBLIC  SERVICE  ENTERPRISES 


REVENUE 
EXPENDITURE  FINANCE  FROM 
SAN  FRANCISCO  AIRPORT  OPERATING  FUND 
SPECIAL  AVIATION  FUND 

SAN  FRANC ISCU  HARBOR  IMPROVEMENT  FUND 
WASTEWATER  MANAGEMENT  OPERATING  FUND 
AD  VALOREM  TAXES 
TOTAL  REVENUE 

EXPENDITURE 

1954  SEWERS 
INTEREST 
REDEMPTION 
TOTAL 

1960  SEWERS 
INTEREST 
REDEMPTION 
TOTAL 

1955  HETCH  HETCrfY  POWER 
INTEREST 
REDEMPTION 

TOTAL 

1961  MUNICIPAL  WATER  SYSTEM 
IKTEREST 

REDEMPTION 

TOTAL 
196*  SEWERAGE  L    SEWAGE  DISPOSAL 

INTEREST 

REDEMPTION 

TOTAL 
1967  AIRPORT 

INTEREST 

REDEMPTION 

T^TAL 
1966    SEWERAGE    6    WATER    POLLUTIJN    CONTROL 

lr4TER£ST 

REDEMPTION 

TOTAL 


8,691t990 
10,000 

2»*69,  600 
10.090tl70 
11,997,003 
33,256,763 


*,260 
25,000 
29,2t>0 

56,475 
505,000 
561,475 

96,536 
l,«20i000 
1,518,538 

1,969,960 
6,525,000 
6,514,960 

325,665 

695,000 

1,220,665 

3,061,990 

5,6*0,000 
8,701,990 

546,090 

915,000 

1,*63,090 
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STATEMENT   OF    BOW)    INTEREST   AND   REDEMPTION  FISCAL    YEAR    1978-1979 


ISSUES  AMOUNT 

BOKO    INTEREST   AND    REDEMPTION   -  PUBLIC    SERVICE    ENTERPRISES 

EXPENDITURE   -  CONTINUED 
19T0    MATER    POLLUTION   CONTROL 
INTEREST  2,941,655 

REDEMPTION  2,280,000 

TOTAL  5,221,655 

1971  HARBOR    IMPROVEMENT 

INTEREST  1,669,600 

REDEMPTION  800,000 

TOTAL  2,469,600 

1972  MUNICIPAL   WATER    SUPPLY 

INTEREST  066,505 

REDEMPTION  695,000 

TOTAL  1,363,505 

1972    SEWERS 

INTEREST  1,324,025 

REDEMPTION  270,000 

TOTAL  1,594,025 

ESTIMATED    SALES,    1978-1979 

INTEREST  360,000 

REDEMPTION  240,000 

TOTAL    AMOUNT  600,000 

RECAPITULATION 
PUBLIC  SERVICE  ENTERPRISES  OBLIGATIONS 

TOTAL    BOND    INTEREST  13,048,763 

TOTAL    BOND    REDEMPTION  20,210,000 

TOTAL   DEBT   SERVICE  33,258,763 

GRAND   RECAPITULATION 
GENERAL    CITY    AND    PUBLIC    SERVICE    ENTERPRISES    OBLIGATIONS 

TOTAL    BOND    INTEREST 

GENERAL   CITY   OBLIGATIONS  5,096,953 

PUBLIC    SERVICE    ENTERPRISES    OBLIGATIONS  13,048,763 

TOTAL  lB.1-,5,716 
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STATEMENT    OF    BOKD    1KTEREST    AND    REDEMPTION  t-ISCAL    YEAR    1978-1*79 


ISSUES  AMOUNT 

BOND    INTEREST   AND   REDEMPTION  -  PUBLIC    SER/ICc    ENTERPRISES 

EXPENDITURE    -   CONTINUED 

GRAND    RECAPITULATION   -    CONTINUED 

TOTAL   BOND   REDEMPTION 

GENERAL    CITY    OBLIGATIONS  9,935,000 

PUBLIC    SERVICE    ENTERPRISES    OBLIGATIONS  20,210,000 

TOTAL  30,145,000 

TOTAL   DEBT    SERVICE 

GENERAL    CITY   OBLIGATIONS  15,031,953 

PUBLIC    SERVICE    ENTERPRISES    OBLIGATIONS  33,258,763 

TOTAL  *8, 290, 716 
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ADDENDA  B  -  EXPEND ITURE  APPROPRIATIONS 


FISCAL  YEAH  1978-1979 


NUMBER 


DESCRIPTION 


AMOUNT 


TRUST    FUKD   GROUP 


SAN    FRANCISCO    COMMUNITY   COLLEGE    DISTRICT    FUNDS 

51    102      SFCCD-CAFETERIA   FUND 

1*  SF  COMMUNITY  COLLEGE  DISTRICT 

01   GENERAL  DIVISION 
01  001   PERMANENT  SALARIES  -  MISC. 
10  120   OTHER  SERVICES 
TOTAL 


120.000 
420.000 
540,000 


51  103   SFCCD-GENERAL  FUND 

14  SF  COMMUNITY  COLLEGE  DISTRICT 

01   GENERAL  DIVISION 
01  001   PERMANENT  SALARIES  -  MISC. 
01  010   OVERTIME 
01  020   TEMPORARY  SALARIES 
01  035   CERTIFICATED  SALARIES 
01  040   FEES  AND  OTHER  COMPENSATION 
01  060   MANDATORY  FRINGE  BENEFITS 
01  070   OTHER  FRINGE  BENEFITS 
10  120   OTHER  SERVICES 
10  130   MATERIALS  t  SUPPLIES 
10  140   FIXED  CHARGES 
22  220   EQUIPMENT 

22  269   BLDGS.,  STRUCTURES  £  IMPVTS. 
30  330   LIGHT,  HEAT  U    POWER 
30  370   WORKERS  COMPENSATION 
49  490   REVENUE  TRANSFERS 
TOTAL 


*, 450. 872 

lo0,050 

1,561,768 

24,349,593 

8,400 

2,826,104 

1,992,620 

2,402,408 

1,295,819 

710,926 

218,177 

50,000 

410,121 

70,404 

57,54k 

40,586,810 


51    104      SFCCD-CHILD    DEVELOPMENT 

14   SF  COMMUNITY  COLLEGE  DISTRICT 

03   CHILD  DEVELOPMENT 
01  001   PERMANENT  SALARIES  -  MISC. 
01  035   CERTIFICATED  SALARIES 
10  420   OTHER  SERVICES 
10  130   MATERIALS  I    SUPPLIES 
TOTAL 

TOTAL    SF    COMMUNITY    COLLEGE    DISTRICT    FUNDS 


41. 

,137 

23. 

,677 
965 

4, 

,720 

70. 

,499 

41, 

,197, 

,309 
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ADDENDA    B    -  REVENUE    APPROPRIATIONS  FISCAL    YEAR    1978-1979 

NUMBER       DE  SCRIP"!  ION  AMOUNT 

TRUST  FUND  GRuUP 

SAN  FRANCISCO  COMMUNITY  COLLEGE  DISTRICT  FUNUS 

51    102      SFCCD-CAFETERIA    FUND 

14      SF   COMMUNITY   COLLEGE    DISTRICT 
02      CAFETERIA 

70      CHARGES    FOR  CURRENT  SERVICES 

888       MISCELLANEOUS    SERVICE    CHARGES    NOT    OTHERWISE    CLASSIFIED 
8880  MISCELLANEOUS    SERVICES  540,000 

TOTAL  540,000 

51    103      SFCCD-GENERAL    FUND 

14      SF    COMMUNITY    COLLEGE    DISTRICT 
01      GENERAL 

53  FINES,    FORFEITS    £    PENALTIES 

530      FINES   -   COURTS 
5301  TRAFFIC    FINES    -  MOVING  19,043 

TOTAL    FINES,    FORFEITS    &    PENALTIES  19,043 

54  REVENUE    FROM    USE   OF    MONEY   OR    PROPERTY 

541       RENT    OF    ROOMS    OR    SPACE 
5411  RENT    OF    ROOMS    OR    SPACE    -  GENERAL    CiTY  12,280 

TOTAL    REVENUE    FROM    USE    DF    MONEY    PR    PROPERTY  12,280 

60      STATE    t    FEDERAL    SUBVENTIONS 

600  PROPERTY  TAX  RELIEF  REIMBURSEMENT 

6001  HOMEOWNERS  PROPERTY  TAX  j 73, 553 

6002  BUSINESS  INVENTORY  PROPERTY  TAX  178,663 

6003  MOVIE  FILM  TAX  REPLACEMENT  866 

TOTAL  PROPERTY  TAX  RELIEF  REIMBURSEMENT  553,082 

615   TRAILER  COACH  LICENSE  FEES 
6151       TRAILER  COACH  LICENSE  FEES  408 

TCTAL  TKAILER  COACH  LICEvSc  FEES  408 
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ADDENDA   S    -   REVENUE    APPROPRIATIONS  FISCAL    YEAR    1978-1979 

NUMBER  DESCRIPTION  AMOUNT 

51    103      SFCCD-GENERAL    FUND    -  CONTINUED 

620   STATE  £  FEDERAL  AID 
6214       STATE  SURPLUS  REVENUE  DISTRIBUTION  8,665,400 

TOTAL  STATE  i  FEDERAL  AID  8,665,400 

TOTAL  STATE  £.  FEDERAL  SUBVENTIONS  9,218,890 

88      MISCELLANEOUS    REVENUE 

888      MISCELLANEOUS    REVENUE    NOT    OTHERWISE    CLASSIFIED 
8880  MISCELLANEOUS    REVENUE  19,128,014 

TOTAL   MISCELLANEOUS    REVENUE  19,128,014 

G.L.  491  BUDGET  REVENUE  RETAINED 

RESERVE  FOR  CONTINGENCIES  60,655- 

G.L.  495   BUDGET  COMMITTMENT  FROM  FUND  BALANCE  3,965,795 

G.L.  401   AD-VALOREM  TAXES  8,283,443 

TOTAL  40, 56b, 810 

51    104      SFCCD-CHILD    DEVELOPMENT 

14   SF  COMMUNITY  COLLEGE  DISTRICT 
01   GENERAL 

G.L.  495   BUDGET  COMMITTMENT  FROM  FUND  BALANCE  12,951 

98   REVENUE  FROM  OTHER  FUNDS 

FROM    SFCCD-GENERAL    FUND  57,548 

TOTAL  70,^,99 

TOTAL    SF    COMMUNITY    COLLEGE    DISTHICT    FUNDS  41,197,309 
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I  HEREBY  CERTIFY  THAT  THE  FOREGOING  ORDINANCE  Wa:>  PASSED  F( 
SECOND  READING  BY  ThE  BOARD  OF  SUPERVISORS  GF  THE  CITY  A,\D 
COUNTY  OF  SAN  FRANCISCO  AT  ITS  MEETINu  OF  MAr  26,  1978. 


GILBERT  H.  BOREMAN,  CLERK,  OF  The  B'.ARD 


I    HEREBY    CERTIFY    7HA7    THE    FOREGOING    ORDINANCE    WAS    REaD    FCk    ?HE 
SECOND   TIME    ANC    FI\ALLY    PASSED    BY    THE    BCAr>.D    OF    SUPE-.ViS  ?KS    i«F 
THE    CITY   AND    COUNTY    OF    SAN   FRANCISCO    AT    ITS    MEETING    QF 
MAY    31,     1976. 


GILBERT  H.  BOREMAN,  CLERK  CF  THt  BOARD 


THE    FOREGOING    MEASURE    HAVING    BEEN    FINALLY    PASSED    BY    ThE    BJAkD 
OF    SUPERVISORS    AT    ITS    MEETING    OF    MAY    31,     197B,    WAS    REFERRED    ~. 
HIS    HONOR,    THE    MAYOR,     IN    ACCORDANCE    WITH    THE    PROVISIONS    OF 
SECTION    2.303    OF    ThE    CHARTER    AND    WAS    RETURNED    BY    tiJM    UrfDER    "SHE 
DATE    OF    JUNE    26,    1976,    IN   ACCORDANCE    WITH    A    eGA-.D    OF 
SUPERVISORS*    rtCTION    ADOPTED    JUNE    9,    1978,    Pu^SUA/vT    7G    CHaR^ER 
SECTION    6.205,    EXTENDING    THE    TIMES    SET    BY    ChA-.TEk    SECTION 
6.206    FOR    ACTION    BY    THE    MAYOR   AND    BOARD    OF    SUPEr. VISukS    UK    ^Hl 

annual  appropriation  ordinance,  with  specified   items  pantiallf 
vetoed  and  noted  thereon. 

The  board  of  supervisors  on  june  26,  1975,  voted  -j  necunsidek 
the  fqregjlng  measure  and  the  mayor's  partial  veto  was 
sustained.  croinanct  effective  july  1,   1970. 


GILBERT  H.  BOREMAN,  CLERK.  OF  ThE  BuA-<D 


FILE  NO.  101-78-19   ORDINANCE  NO.  406-7fc 

AMENDING  THE  ANNUAL  APPROPRIATION  ORDINANCE  FOR  IhE  FISCaL 
YEAR  1978-1979;  blVING  EFFECT  TC  REVENUE  CHANGES  PURSUANT  Tj 
CHARTER  StCTK.'N  6.208;  RESCINDING  APPROPRIATIuNS  FOR  COU'.TY 
SHARE,  MEOI-CAL,  AND  FOR  COUNTY  SHACE,  STATE  SUPPL rMENTAH Y 
PROGRAM,  AS  A  PREREQUISITE  TO  LEVY  A  TAX  PURSUANT  TO  CHAPTER 
SECTION  6.208. 

PASSED    FOR    SECOND    READING    BY    THE    BGAkO    UF    SUPf VI Su^S    AT    ITS 
MEETING    OF    SEPTEMBER    5,     1978.    READ    SECufD    TIME    AND    FINALLY 
PASSED    SEPTcM8ER    11,     1978.    APPROVED    BY    THc    J*AYCk    SEPiE^bER     II, 
1978. 
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FILE    NO.    74-78-2  ORDINANCE    NO.    400-78 

PROVIDING    REVENUE    AND   LEVYING    TAXES    FOR    CITY    AND    CCUNTY 
PURPOSES    FOR    THE    FISCAL    YEAR    ENDING    JUNE    30,     1979. 

PASSED    FOR   SECOND   READING   BY    THE    BOARD    OF    SUPtRVISORS   AT    ITS 
MEETING   OF    SEPTEMBER    5,    1978.   READ    SECOND    TIME    AND    FINALLY 
PASSED   SEPTEMBER    11,    1978.    APPROVED    BY   THE    MAYOR    SEPTEMBER    13, 
1978. 


FILE    NO.    74-78-3  ORDINANCE    NO.    401-78 

PROVIDING   REVENUE    AND    LEVYING   TAXES    FOR    SAN    FRANCISCO  UNIFIED 
SCHOOL   DISTRICT    PURPOSES    FOR    THE    FISCAL    YEAR    ENDING   JUNE    30, 
1979. 

PASSED    FOR    SECOND   READING   BY    THE    BOARD    OF    SUPERVISORS    AT    ITS 
MEETING   OF    SEPTEMBER    5,    1978.    READ    SECOND    TIME    AND    FINALLY 
PASSED   SEPTEMBER    11,    1978.    APPROVED    BY    TmE    MAYOR    SEPTEMBER    13, 
1978. 


FILE    NO.    74-78-4  ORDINANCE    NO.    405-78 

PROVIDING    REVENUE    AND    LEVYING   TAXES    FOR    SAN    FKANCISCO 
COMMUNITY    COLLEGE    DISTRICT    PURPOSES    FOR  THE    FISCAL    YEAR    ENDING 
JUNE    30,    1979. 

PASSED    FOR    SECOND    READING   BY    THE    BOARD    OF    SUPERVISORS    AT   ITS 
MEETING    OF    SEPTEMBER       5,    1978.    READ    SECOND    TIME    AND    FINALLY 
PASSED    SEPTEMBER    11,    1978.    APPROVED    BY   THE    MAYOR    SEPTEMBER    15, 
1978. 


FILE    NO.    74-78-2.1       ORDINANCE    NO.    ^02-78 

AMENDING    ORDINANCE    NO.    400-78    PROVIDING    REVENUE    A*D    LEVYING 
TAXES    FOR    CITY    AND    COUNTY   PURPOSES    FOP    THE    FISCAL    YEAR    ENDING 
JUNE    30,     1979. 

PASSED    AS    AN    EMERGENCY    MEASURE    BY   THE    BOAHD    OF    SUPERVISORS 
AT   ITS    MEETING    OF    SEPTEMBER    15,     1978.    APPROVED    9Y    THE    MAYO* 
SEPTEMBER    15,    1978. 
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FALfc    HO.    74-78-3.1       3RDIKANCE    Mb.    ^03-76 

AMENDING    ORDINANCE    NO.    401-78    PROVIDING    REVENUE    AND    LEVYING 
TAXES    FOR    SAN    FRANCISCO    UNIFIED    SCHOOL    DISTRICT    PURPOSES    FOR 
THE    FISCAL   YEAR    ENDING    JUNE    30t     1979. 

PASSED   AS    AN    EMERGE\CY    MEASURE    BY   THE    BOARD    SF    SUPEkVISuRS 
AT   ITS    MEETING    OF    SEPTEMBER    15f    1978.    APPROVED    BY    THE    MAYOR 
SEPTEMBER    15,     1978. 
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